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pENU 

HFirst the good news, a happy 
Easter to all of you. The bad 
news is you’ll have to live 
without us for a week. Because 
of the problems caused by the 
Bank Holiday weekend we’ve 
had to drop next week’s issue. 
Anyway, why shouldn’t we 
have a holiday too? To compen¬ 
sate we’ve made this issue a bit 
bigger, and issue 107 will be 
worth the wait. We’ll have a 
special feature on printers, and 
we’ll show you how to build a 
printer interface for your 64, 
plus a great Spectrum competi¬ 
tion. So don't miss it. 
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COVER STORY 


ATAM band wa gon wh _2 

The new 16-bit Atari machines look set to put Atari back in the 
big league. We report the latest details on the machines, with a 
special look at the GEM operating system, and reveal the 
groundswell of support that’s already building. 
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MEMOTICHasaowiMoc _10 

All right, Memotech owners — we've put our money where our 
mouth is and come up with a superb feature on MTX code. If you 
want to learn machine assembler, this is for you. 

srecrammwr it 

Easier programming with this Trace utility. _ 

MAATAIBdhkaMs _21 

Help at hand for disk drive owners. 


HARDWARE 


Coffipifttron your wrist 33 


A micro, micro, microcomputer from Seiko. Is this miniaturisa¬ 
tion gone mad? 


SOFTWARE 


Basic of the future 50 

Microsoft’s latest Basic for the Macintosh wins high praise from 
Software Editor Bryan Skinner. One day, he says, all Basics will 

be like this (we hope!). _ 

_52 

More language developments for Sinclair’s latest black box. 
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Argus cracks whip 
on Quicksilva 



Argus Press Software is clip¬ 
ping Quicksilva's wings prior to 
spreading its own. The group 
plans new titles, new styles, 
and ultimately a rebirth of the 
Game Lords — this time on its 
own terms. 

Against a background of 
bickering, Argus is moving the 
Quicksilva operation from 
Southampton to London. It may 
be that as few as three or four 
Quicksilva people will move 
with it, but Argus' aim is to set 
up a fresh marketing team and 
rejuvenate the Game Lords 
with its own hand on the 
joystick. 

Peter Holme, as of this week 
in charge of Quicksilva market¬ 
ing, said from Argus: 'We're just 
picking up the pieces. But it’s a 
marketing man's delight — 
we've got several products com¬ 
ing along that are real humdin¬ 
gers.' 

The view at Argus is that it 
left Quicksilva to its own de¬ 
vices for too long. 'The reality is 
that sales just haven't been 
there,' said Holme. 'Quicksilva 
ought to be number one and it 
hasn’t been. But it will be the 
best again. We’re working with 
the Quicksilva people who are 
staying on and we'll relaunch 
the Game Lords. I want to see 
Game Lord conventions, com¬ 
petitions within games to be¬ 
come Game Lords, all the sorts 
of things that people get off on.' 


Quicksilva itself has been 
incommunicado for days, and 
rumours that Rod Cousens will 
not move to London haven't 
been confirmed. Holme said: T 
hope Rod stays with it because 
he's a terrific personality.’ 

He denied point blank that 
Argus had any plans to contract 
Quicksilva. and on all other 
fronts the group is expanding. 
Its tie-ups with Lothlorien and 
Starcade are both bearing fruit 
and it is moving ahead in other 
directions, principally useful 
home software. 

At the end of April it plans to 
launch its Home Activity Cen¬ 
tre, two integrated programs 
for the Commodore 64. For 
£19.95 there will be a word 
processor/database spread¬ 
sheet package, and for £14.95 a 
word processor/animator com¬ 
poser suite. These may also be 
converted for Atari systems 

From Lothlorien, around the 
same time, it will release a 
simulation of the Battle of 
Arnhem, complete with ele¬ 
ments of arcade action and a 
war-gaming handbook. 

There is also a range of 
educational software 
velopment. 

But Argus is still looking to 
Quicksilva to provide 50 per 
cent of its turnover in the 
software business, and it is 
looking for home-grown talent 
to provide the raw material. 



COMPETITION 


£1,000comptWn _40 

We re giving away two Penman plotters and runners-up prizes 
worth a total of £1,000 in this free, easy-to-enter competition. 
Have a go... 
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The law hits back against hackers 


The backlash against hackers 
starts this morning (Wednes¬ 
day) in Bow Street magistrates 
court, where two men face 
charges arising out of hacks on 
Prestel. 

Robert Schifreen and Steven 
Gold have been charged under 
section one of the 1981 Forgery 
and Counterfeiting Act The 
offences they are alleged to 
have committed involve access 
to Prestel computers between 
November last year and Febru¬ 
ary this year. 

Schifreen used to be Bug 
Hunter in Computer and Video 
Games; Gold put together a 
column on Micronet. They are 
now described as a technical 
author and an accountant re¬ 
spectively. 

The forces of reaction seem to 


be gathering to turn back a tide 
of hacking. The case of Schif¬ 
reen and Gold comes hard on 
the heels of the slightly hyster¬ 
ical response that has arisen in 
some quarters to the publica¬ 
tion of The Hacker's Handbook 
(issues 104 and 105). 

The Act under which the pair 
are charged focuses on the 
'forgery' of computer disks and 
'electronic devices’ for record¬ 
ing information from Prestel 
computers and services — the 
Gateway test facility is men¬ 
tioned specifically. 

This means that the law can 
be used against anybody trying 
to delude Prestel into thinking it 
is talking to an authorised user 
— it is the protocol that is being 
'forged', not anything as simple 
as a floppy disk. 


PCN APRIL61985 



Monitor 

DR launches a GEM 
of a Mac attack 

Digital Research’s own person¬ 
al Mac attack, GEM (Graphics 
Environment Manager), is ab¬ 
out to fire the first shots in a 
personal computing revolution. 

GEM Desktop, a Macintosh 
look-alike, with PC MSDOS 
front-end will be available from 
April 15 for £49 95. GEM Draw, 
a cut-down version of Mac¬ 
Paint, will be released on the 
same date at an introductory 
price of £129.95, rising to 
£229.95 after August 1. Other 
applications, are to follow in 
summer. 

The GEM collection, GEM 
Write, GEM Paint and GEM 
Desktop will be launched as a 
package on June 15 at £129.95, 
to be followed by GEM Graph 
(£179.95) and GEM Wordchart 
(£129.95 ) on July 1. 

DR has licensed GEM to 
ACT, and Atari's ST will fea¬ 
ture GEM in ROM. Since the 
GEM products released only 
run on the IBM PC, XT or AT, 
PC-compatible micro makers 
wil 1 be under pressure to launch 


GEM-running machines. Com¬ 
modore, Sinclair and others 
will feel the pinch, too. 

Digital Research claims that 
many software houses are cod¬ 
ing GEM applications for re¬ 
lease in the immediate future 
and more than 200 GEM prog¬ 
rammer’s toolkits have been 
sold. DR is deliberately keeping 
prices down to encourage third 
party software vendors to do 
likewise. 

GEM on a standard IBM PC 
is rather slow but 68000 ver¬ 
sions, or GEM on hard disk, are 
much faster, and GEM can 
handle 16 colours. The colour 
support and GEM’s portability 
might spell trouble for the Mac, 
but DR faces the difficulty of 
producing a host of data files to 
allow end users to tailor GEM to 
their particular system. 

Moreover, GEM feels like a 
precursor to the Lisa and Mac 
systems, not a development — 
several features are missing 
and GEM Draw isn't a patch on 
MacPaint. 

But if DR can sign up more 
OEMs, like Atari, we'll see lots 
of Mac look-alike systems and 
software by the end of the year. 



GEM — Carat a md (tick, cat and no pasta from DR. 


Tramiel leads charge 
in Atari revival 

Jack Tramiel is poised to do 
what many would have de¬ 
clared impossible — take {he 
corpse-like Atari and turn it 
into one of 1985’s hottest com¬ 
puter companies. The machine 
that will do it is Atari's ST. 

The 68000-based ST is a 
child of first-class pedigree — 
born of Atari’s engineers, Tra¬ 
miel'a swashbuckling market¬ 
ing style, and Digital Research 
which provided it with one of 
its outstanding features, the 
GEM desktop environment. 

Reaction in the US is very 
favourable, especially in the 
light of Atari's position last 
year — dead on its feet after 
an onslaught from Tramiel's 
Commodore. 

Richard Frick, product man¬ 
ager of the ST range at Atari’s 
US headquarters, revealed the 
level of support growing for his 
machines. To date 38 develop¬ 


ment systems have been sold 
and there are orders for 
another 75. 

More impressive is the list of 
software companies working 
on ST products. Heading the 
roll is Microsoft which has 
produced much of the best 
software for the Macintosh in¬ 
cluding the superlative MS- 
Basic 2, Word, Chart and Mul¬ 
tiplan. Frick says Microsoft 
will convert its range of Mac 
software to take advantage of 
the STs colour display. 

Atari is working on a num¬ 
ber of businesslike programs 
and will probably produce two 
of each—an entry-level version 
and a full-featured version. 

But it’s not all work and no 
play. Several of America’s top 
games companies have taken 
the ST to their hearts. Among 
them are Sublogic, renowned 
producer of flight simulators; 
Spinnaker, one of the leading 
education software houses; 
graphics specialist Penguin 


Software; and Microprose, 
several of whose games have 
been brought to Britain by US 
Gold. 

Last but not least, adven¬ 
ture king Infocom said: 'We 
*nd to have the whole of our 
product line available for the 
ST at launch.’ 

In Britain, GEM gets a 
muted thumbs up from soft¬ 
ware houses. They're waiting 
to see how GEM sells, if Atari 
can deliver the goods, and how 
the machine is received. 

Some British software 
houses are already coding ap¬ 
plications for GEM. 

Lotus has still to release 
Jazz on the Macintosh and a 



spokesman said: There are no 
plans to produce software for 
GEM’ 

Thom-EMI's UK offices 
were non-committal over 
plans for GEM, but the com¬ 
pany is 'very interested’ in 
Atari's ST. In fact its first 
GEM product will be for the 
ST. This will be conversions of 
the company's Perfect range of 
software from its American 
arm, Thorn-EMl Inc. 

Compsoft, publisher of Delta 
and Domino, is currently us¬ 
ing GEM in-house. A spokes¬ 
man said: 'Nothing else pro¬ 
vides as much help to the 
programmer', and added that a 
couple of pieces of GEM com¬ 
patible software should be 



available this year. 

Even in the US there are <_ 

or two dissenting voices, large¬ 
ly favouring Commodore's 16- 
bit Amiga machine over the ST. 
Broderbund said it was convert¬ 
ing several titles for the Amiga 
but had no plans for ST soft¬ 
ware. 

Electronic Arts, publisher of 
Archon, MULE and One-on- 
One, said some titles would be 
available for the ST but 'the 
main thrust of our hardware 
support this year will be for 
the Amiga.' 

Many observers anticipate a 
battle royal between the two 
but the signs seem to favour 
Atari at the moment. Schedul¬ 
ing for deliveries of the Amiga 
is open to question (see story 
on facing page) whereas Atari 
looks on target to start ship¬ 
ping machines at the end of 
April. 

Atari’s critics — Sir Clive 
Sinclair among them — didn't 
believe the company could pro¬ 
duce the hardware on time, or 
that Digital Research could 
implement GEM on the 68000 
this soon. 

DR, however, took a neat 
shortcut by hooking GEM onto 
CPM-68K which has been 
available for some time. When 
the ST was announced much 
was made of the Tramiel Oper¬ 
ating System, but tucked away 
in the small print of the 
brochure is the line 'TOS is a 
trademark of Digital Re¬ 
search'. Obviously DR was 
ready for the ST before anyone 
thought. 



Better and beta — 
first impressions 

PCN currently has a beta test 
version of GEM running on an 
IBM PC, and it’s limited both 
by the geriatric nature of the 
PC’s 8088 processor and by 
the fact that it’s currently a 
front-end with little in the 
way of back-end, but for all 
that it's still fun to use. 

Once applications software 
incorporating GEM is avail¬ 
able it stands a fighting 
chance of transforming ser¬ 
ious computing into some¬ 
thing that's easy to learn. The 
version running on the Atari 
68000 machines will have the 
additional advantage of leav¬ 
ing the PC version standing 

The minimum GEM will do 
is to present you with a more 
user-friendly .'desktop' style 


opening screen, showing 
trash can, files, clock, calcula¬ 
tor and so on. Use your mouse 
to point at a 'disk' on the 
screen and you get a directory, 
then point at a program on the 
directory and it runs. 

Currently, as there’s no 
software that uses GEM's 
facilities, you then drop into 
the program and you don’t see 
GEM again until you exit it, 
but still have the opportunity 
to marvel at the way your 
'desktop' is exactly the way it 
was when you left it, and it’s 
still possible to play with 
GEM Draw, which although 
not a patch on MacPaint is a 
lot more fun than weary old 
Wordstar. 

Watch this space for the full 
story, when PCN will reveal 
whether or not you can get 
cheesed off with mice ... 
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Welcome Amiga and 
goodbye Ptus/4? 

Commodore's Amiga, on course 
for a summer launch, is attract¬ 
ing some heavyweight software 
support — but it’s one of the few 
bright spots on Commodore's 
horizon at the moment. 

The C16 and the Plus.4 are 
teetering under the weight of 
fierce price cuts; the LCD, on 
view in Las Vegas in January 
(issue 95), is 'on ice’ for an 
indefinite period; and the word 
is that the 64 will have to give a 
little to make room for the 128 
when it arrives. 

The Amiga was the scene- 
stealer at 1984’s Consumer 
Electronics Show and it is 
expected to give Atari's STs and 
several other mid-range 
machines a run for their money. 
'At about $1,000 it can’t strictly 
speaking be described as a 
consumer product,' said a 
spokesman, adding that the 
system would be equipped with 
'excellent applications for busi¬ 
ness users'. But the Amiga's 
main appeal could prove to be 
its graphics, in whatever type of 
applications. 

Meanwhile Commodore's 
latest launches, the C16 and the 
PI us. 4, are feeling the chill 
wind of market forces 'The C16 
is being murdered by the high 
street,’ claims Commodore in a 
reference to leap-frogging price 
cuts that have seen it come 
down to £70. It confirmed that it 
couldn't continue to support the 
system at that price, but the 
spokesman stressed: 'No deci¬ 
sion has been taken by the 
company to drop the C16 or the 
Plus.4.’ 

The C16 has been attracting 
greater software support re¬ 


compensations for the 
The 50 per cent price cut 
months ago (issue 99) hasn't 
built any confidence in the 
long-term future of the system, 
which at £150 is hardly a 
competitor for the 64. 

The 64 looks due for a price 
cut of its own — and the 
retailers are gradually moving 
it in the right direction. If the 
C128 is to make any kind of a 
splash. Commodore has to put 
the 64 in the position tenacious¬ 
ly held by the Vic 20. 


3-2-1 hits the 
mail on the head 

That truly wonderful and very 
popular television game, 3-2-1 
is now available for the Spec¬ 
trum. But don't all rush out at 
once. It won’t be sold over the 
counter — one of the 'innova¬ 
tive and exciting new features' 
is that distribution will be mail 
order only. 

The three-piece suite fea¬ 
tures an 'imaginative, ani¬ 
mated, real-time action game'. 
The first section is a question 
and answer affair, the final part 
involving accepting or rejecting 
items, which determines the 
prize to be won. The package 
also features a truly amazing 
voice-over from that very spe¬ 
cial human being, none other 
than Ted Rogers himself. 

Return your registration 
card for the chance of a week for 
two in sunny Spain, a colour 
television, bicycle, food proces¬ 
sor, Microvitec monitor, Trojan 
Light Pen, or games from Vir¬ 
gin and New Generation. 

Publisher, Micro Computer 
Incorporated, hopes to release a 
second version of this novel and 
truly outstanding software la¬ 
ter this year. Pass the sick bag, 


IEW FROM JAPAN 


hold a lesson for importers. 

Japan Inc is not likely to be 
overwhelmed by US exhibitors 
at ComdexJapan. The Amer¬ 
ican exhibition contingent will 
number 30 companies, joining 
170 from Japan and Asia. At 
the concurrent conference 
Atsuyoshi Ouchi of NEC will 
talk about 'Japan and Asia — 
New Horizons for Small Com¬ 
puters’. It will be surprising if 
concurrency isn’t a prominent 
thread running through the 
conference, but it will be in a 
distinctly Asian context. But 
the common denominator could 
be ordinary currency, as in the 
prospects for making large 
amounts of yen. 

Already assured of substan¬ 
tial yen earnings is the Dutch 
multinational Philips, which 
has succeeded in convincing at 
least one Japanese giant that 
European know-how is ahead of 
the local variety. Phi lips has set 
out on a joint venture with 
Kyocera to sell its office com¬ 
munications products in Japan. 

Kyocera is the outfit that 
supplied NEC, Tandy and 
Olivetti with their first lap- 
held micros. It also finds in¬ 
novative uses for ceramics—in 
internal combustion engines, 
for example — but it hasn't 
before sought to challenge the 
1 i kes of NEC. the motto of w h ich 
is 'computers and communica¬ 
tions’, at this level. 

The particular Philips pro¬ 
ducts concerned will be from the 
Sopho-Net range. Known else¬ 
where as Sophomation, this 
sleepy-sounding line of kit runs 
from typewriters to communi¬ 
cating micros with all sorts of 
intermediate stations — re¬ 
mote controlled dictation sys¬ 
tems, self-service banking sys¬ 
tems. telephones and other 
items. 

The joint venture's name will 
lack originality — they plan to 
call the company Kyocera and 
Philips Communication Net¬ 
work. Sopho-Net will probably 
make the trip intact as well. but 
on its way it will lose the 
European connotation of wis¬ 
dom (sophos, a Greek word for 
wise) and pick up an altogether 
unwanted nuance — sophy, an 
ancient word for the Shah of 
Persia. 

The main point is that it 
should succeed. This should 
spur other western suppliers 
on; it must eventually be disco¬ 
vered that Japan, technology- 
driven, is as prone as anybody to 
look for the best, wherever it 
comes from. The lesson of suc¬ 
cessful importers in Japan is 
that they supply goods or ser¬ 
vices of a quality that the 
Japanese can’t do for them¬ 
selves. There's no reason on 
earth why that shouldn't apply 
to computer equipment. 

Or to computer trade shows, 
for that matter. Stamm % 


Comdex Japan — is it 
coals to Newcastle? 

It’s a well-known fact that you 
can’t sell to the Japanese unless 
you make luxury cars or high- 
octane whisky. In all other 
products they’ll flood your own 
domestic markets and keep 
their own tightly protected. 

This well-known fact is much 
resented in boardrooms 
throughout Tokyo, but some¬ 
how the occasional pictures of 
earnest Japanese business ex¬ 
ecutives listening to would-be 
exporters never dispel the first 
impression. Can it be some¬ 
thing to do with inscrutability? 
They listen attentively but 
their thoughts seem to be their 
own — unlike their western 
counterparts (eastern from our 
point of view, of course) who 
listen noisily and clap their 
visitors on the back. 

Two events are taking place 
in Japan at the moment that 
should help to pursuade the 
Americans and Europeans that 
our doors aren't so firmly closed 
after all. 

One of these is the first 
appearance of Comdex. From 
humble beginnings Comdex 
has grown into a series of shows 
at various points on the globe. 
With a suitable diary manage¬ 
ment program you could prob¬ 
ably arrange to be at a Comdex 
ow every working day of the 
ar. There are Comdex shows 
inter, spring and fall, Com- 
x/Europe, and now Comdex/ 
pan. 

Not such a big deal? Well, 
Ivance registrations reached 
>eak of4,000 a day — even the 
3 original only drawB 1.000 a 
,y. The organiser, the Inter- 
ce Group, expected 10,000 
id has steadily revised that 
iwards to 40 or 50K. Most of 
e registrants are Japanese 
t there are also Koreans, 
liwanese, and people from 
>ng Kong and Singapore. 

It isn't that Tokyo is starved 
trade shows. They are as 
iquent and as bustling here as 
ywhere else — Hannover in 
e spring, Paris in September, 
is Vegas all year round. The 
Terence seems to be that the 
jular events are being seen as 
rochial by the show-going 
blic. Comdex has an interna- 
nal flavour that has tempted 
t jaded palates of the local 
urmets. That in its< 


n itself should 
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ONITOR _ OMEFRONT 


Apple Turnovers 
are just the business 

The Apple lBM battle for office 
supremacy is spilling over into 
the UK, where an independent 
supplier has declared it a draw 
with a novel pieceofequipment. 

Systems Constructors <0202- 
297315) has released a board 
called Turnover. Users of PCs 
or closely compatible alterna¬ 
tives will be able to fit the board 
into one of the IBM’s slots and 
their drives will read Apple 
disks. 

Apple Turnover, with sup¬ 
porting software and an in¬ 
struction manual, translates 
Apple DOS 3.3 and Apple CP/M 
files into a format the PC can 
work with. Some CP/M prog¬ 
rams will also come into its 
range, as long as you have the 
Vertex CP M emulator to hand. 

The package costs £299, ex¬ 
clusive of VAT and delivery. 
Systems Constructors promises 
that it won’t interfere with the 
ordinary runni ngof the PC. The 
board minds its own business 
until you want to use it, at 
which stage it is simply a 
matter of loading the support¬ 
ing progress and selecting DOS 
or CPM from the menu. 

This type of approach to data 
translation, side-stepping 
elaborate communications, 
promises a greater degree or 
machine independence for us¬ 
ers. Even at the level of Turn¬ 
over, where you’ll be restricted 
almost completely to data files, 
the prospects of improving the 
life-expectancy of your invest¬ 
ment in Apples look good. 

But ironically, micro manu¬ 
facturers are likely to look 
askance at such developments 
It is in their interests to make 
their systems as inaccessible as 


possible to products from com¬ 
peting suppliers. IBM is the 
only likely winner here, being 
the largest available target 

DRG beats an 
orderly retreat 

The company that introduced 
the Sirius to the UK has pulled 
out of the micro business. 

DRG Business Systems’ 
orderly retreat is in marked 
contrast to some recent with¬ 
drawals, and several com¬ 
panies will take over responsi¬ 
bility for its product range. 

The most notable among 
them is Victor Technologies 
(UK). When DRG began to 
distribute the Sirius here, it 
was called the Victor 9000 as 
elsewhere in the world. ACTs 
Sirius, an identical machine 
but for its colour and keyboard, 
proved more successful largely 
on the strength of software 
support and DRG’s Victor fell in 
among the also-rans when the 
IBM PC eventually appeared 

The Victor/Sirius confusion 
did DRG no good and in 1983 
there was a period of games¬ 
manship between the company 
and ACT, with both seeking to 
establish themselves as the 
supplier of that machine. 

The confusion arose in the US 
when Sirius Technology 
licensed Victor to build the 
machine. 

DRG also distributed TEC 
and Seikosha printers, Cado 
micros, disk units, and compu¬ 
ter supplies. From March 31 all 
these will be handled by other 
companies — DRG’s list in¬ 
cludes names like Northamber, 
MBS, and Micro Peripherals. 

• DRG’s address in Weston- 
Super-Mare was Lynx Cres¬ 
cent. Has the Lynx jinx struck 


The WIMPs are 
set to take over 

WIMPs are fashionable. 
WIMPs are in. And they herald 
a new interest in computing. 
Official endorsement for 
WLMPs arrives in the form of 
GEM (Graphics Environment 
Manager) on April 15. That's 
the day Digital Research re¬ 
leases its PC DOS front end, 
GEM Desktop. 

WIMPs are important not 
because they bring any more 
computing power (though they 
usually need 16-bit 
architecture), if anything, 
WIMPs slow things down be¬ 
cause they involve a lot of extra 
processor work and memory 
capacity < RAM and disk). 

What makes them important 
is what they are — nothing 
more than a very straightfor¬ 
ward front-end or interface: an 
imaginative combination of ex¬ 
isting ideas 

The most important item in 
the WIM P concept is the mouse 
Similar to an upside-down 
tracker ball, it's little more 
than a glorified joystick. As you 
move the mouse round the 
desktop, a pointer moves on the 
screen. The mouse has from one 
to three click buttons. To select 
an item from a menu you move 
the pointer to the menu title at 
the top of the screen, then click 
to select it, making the whole 
menu drop down from its title. 

A window is a rectangle on 
the screen which usually con¬ 
tains information (such as the 
icons representing the files on a 
disk), or a menu. A window can 
be moved round the screen, 
made larger or smaller, all by 
mouse clicks and movement. 
And an icon is a tiny picture 
(sprite) that represents prog¬ 
rams. files, disks, the wastebin. 
etc. 

One of the most important 
functions of the mouse is drag¬ 
ging’. This is when you select an 
icon by clicking over it then, 
holding click down, you move 
the mouse and the pointer drags 
the icon round the screen. So, to 
copy a file from one disk to 
another, you simply drag the 
file’s icon from one disk’s direc¬ 
tory window to another’s. To 


erase a file, drag its icon over 
the wastebin icon and release it. 

There's general agreement 
among users that WIMPs make 
computing easier, faster and 
relatively hassle-free. 'PIP 
ABAKfile BAK 
B:filename.BAK’ seems like 
something out ofa hi story book. 
Those less used to computers 
tend to react with : ’Why aren’t 
all computers like this? And 
first-time users find applica¬ 
tions and file management easy 
to learn 

End users want WIMP sys¬ 
tems — they look good (very 
sci-fi and hi-tech), they're easy 
to use and they're a novelty. So 
DR has produced GEM and 
Microsoft is working hard to get 
Windows out by May. Atari has 
taken GEM on-board — literal¬ 
ly, it's in ROM on the ST — and 
ACT has licensed GEM for its 
Apricot range. 

The ACT tie-up, and the fact 
that the first release of GEM 
will only run on the IBM PC. AT 
and XT, will bring pressure to 
bear on OEMs like Olivetti to 
license GEM for their PC com¬ 
patibles, or other (perhaps 
68000-based) micros And 
that 's where companies like DR 
and Microsoft earn their bread 
and butter. 

GEM threatens Apple and 
Microsoft. Because DR is keep¬ 
ing prices down, and hopes 
third-party software pub¬ 
lishers will do likewise, a PC 
with GEM. a GEM licensed 
compatible or an Apricot may 
be a more attractive proposition 
than a Macintosh. 

Microsoft could run into trou¬ 
ble with its Windows, largely 
because of the long delay be¬ 
tween announcement and 
launch 

So where does all this leave 
the home micro market? For a 
start, moves are afoot to raise 
home micros above the status of 
games machines. Micros are 
being given more facilities < QL, 
CP M for Amstrad and BBC) 
and if Atari can keep the ST 
below £400, it will threaten 
Sinclair and rock the boat for 
low price, small business mic¬ 
ros. The up-market version 
could be a match for the ACT 
Apricots and IBM PCs. 

Micros without 128K RAM, 
disks and a monitor can’t be¬ 
nefit from WIMPs, though it is 
possible to produce emulations. 
eg the AMX mouse for the Beeb. 
Given the sales performance of 
the most recent 8-bit home 
micros (Enterprise and MSX), 
it looks as if we won’t see any 
more 64K, Z80, eight colour, 
’Basic in ROM’ machines. 

To compete with Commod¬ 
ore’s Amiga and Atari’s ST 
they'll have to be 16-bit. and 
with 64K RAM chips down in 
price, why not slip in GEM. or 
your own front-end to make it 
more attractive? 
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GAMES 


TW LWTTTLE 

PUBLISHER MACHINE 

PRICE 

1 1 So fluid 

Soflaid 

SP, C64 

£4.99 

2 4 Bruce Lee 

US Gold 

SP, 64. AT 

£9 95 

3 2 Alien 8 

Ultimate 

sr 

£9 95 

4 7 Everyone’s a Wally Mikro-Gen 

SP 

£9.95 

5 3 Raid over Moscow US Gold 

SP, C64. AT 

£9.95 

6 8 Impossible Mission CBS Epyx 

C64 

£9.95 

7 6 Emerald Isle 

Level 9 

Various 

£6.95 

8 9 Castle Quest 

Micro power 

• AC 

£12.95 

9 5 Technician Ted 

Hewson 

SP. AM 

£5.95 

10 13 Sorcery 

Virgin 

SP. C64. AM 

£8.95 

11 5 Ghostbusters 

Activision 

SP. C64.AT 

£10.00 

12 17 Airwolf 

Elite 

SP.C64. AM 

£695 

13 15 Pole Position 

Atansofi 

Various 

£9.95 

14 11 Elite 

Acorasoft 

AC 

£15.00 

15 10 Monty is Innocent Gremlin 

SP 

£6.95 

16 18 Zaxxon 

US Gold 

SP. C64, AT 

£9.95 

17 12 Football Manager Addictive 

Various 

£5.95 

18 — Moon Cresta 

Incentive 

SP 

£6.95 

19 — Combat Lynx 

Durrell 

SP.C64.AC 

£8.95 

20 16 Brian Bloodaxe 

Edge 

SP 

£7 95 


SPECTRUM » 

COMMODORE 



TW TITLE 

PRICE 

TW 

TIRE 

PRICE 

1 Sofia id 

£4 99 

1 

Soflaid 

£4 99 

2 Bruce Lee 

£9 95 

| 2 Impossible Mission £9 95 | 

3 Aliens 

£9.95 

3 

Airwolf 

£6.95 

4 Everyone's a Wally 

£9.95 

4 

Pole Position 

£9.95 

5 Moon Cresta 

£6.95 

5 

Super Huey 

£9.95 

6 Raid over Moscow 

£9.95 

6 

Slapshot 

£8.95 

7 Ghostbusters 

£9 99 

7 Emerald Isle 

£6.95 

8 Monty is Innocent 

£6.95 

• 

Rocketball 

£7.95 

9 Technician Ted 

£5.95 

9 TirnaNog 

£9.95 

10 Brian Bloodaxe 

£7.95 

10 Ghostbusters 

£10.90 


MICROS 


BELOW £1,000 g 

? ABOVE £1,000 j 



tw mat 

PRICE 

TW MACHINE 

PRICE 

1 Spectrum 

£129 

1 IBM PC/XT 

£2.349 

2 CBM 64 

£199 

2 ACT Apricot 

£1.760 

3 Electron 

£129 

3 Compaq 

£1,795 

4 Amstrad 

£349 

4 Olivetti M24 

£1,595 

5 BBCB 

£399 

5 DEC Rainbow 

£2.359 

6 Atari 800XL 

£125 

6 EriccsonPC 

£2,095 

7 CBM16 

£140 

7 Macintosh 

£1,795 

8 MSXi senesi 

£250 

[ H Wang Professional £3.076 | 

9 Memotech 

£250 

9 TclevideoTS 1603 

£2,640 

10 Einstein 

£500 

10 Columbia PC 

£2,065 


These charts are compiled from both independent and multiple sources across 
the nation They reflect what's happening in high street* during the week up 
to March 28 The games chart is updated every week The prices quoted are for 
the no-frills model and include VAT Information for the top-selling micros is 
culled from retailers and dealers throughout the country and is updated every 
month. PCN Charts are compiled exclusively for us by RAM C. who can be 
contacted on 01-892 6596 


MICROTIME 

INTERNATIONAL 

LIMITED 

106A BEDFORD RD, WOOTTON, 
BEDSMK43 9JB 
Telephone (0234) 767758/766351 

NEC PC-8201 A 


From Tokai Create 

PASOCALC _ ROM based spreadsheet (NEC) C80 
From A.M.P. Incorporated 
Forth C90 

The Journalist - Unique text formatter with graphic 
layout display C65 

From Travailing Software Inc. 

Travelling Writer - acclaimed word processor £50 
Time Manager - lime costing lor professionals £55 
Appointment Manager - calendars & 
appointments 

Sales Manager - sales activity/customer notes j; 55 

Expense Manager - full expense accounting £55 

Project Manager - budgets- actuals'costs/ 
activities £60 

T-Base - the ultimate relational database system £90 
T-Backup - advanced tape filing utility £25 

IDEA! — the revolutionary outline processor £75 

From Chattanooga Systems 

Autopen-full featured word processor £30 

Autopen N&A - as above with name/address 
options £40 

Autopad — a small memory (5K) spreadsheet £40 

Tnp - expense account details and tnp log £30 

ChequeBook - personal cheque book record £25 

Book - single entry accounts package £30 

Tfile-tape filing utility £20 

From Datacount Inc. (NEC only) 

Daia-Dex - automated desktop card index system £35 
Data-Text - text formatting and word processor £40 
Data-Code - bar code generation package £30 

Data-Max - database, any record in 0 5 seconds £50 

From Silicon Crafts Micro Tima 

PUFS our best cassette based spreadsheet under 
7K £50 

M PLAN - spreadsheet with templates £50 

MSOLVE - equation solver with templates £50 

MBRAIN - full RPN calculator with stacks/ 
memories £20 

MLABEL - general purpose labelling program £30 

From Custom Software 

80C85 Assembler — (in 3K machine code) £40 

CBUG 80C85 Assembler De-Bugging tool £35 

(all prices ex-VAT. 50p per item UK p&p. 2nd class 
post) 

SEND OR RING FOR DETAILS 
TODAY FROM MICROTIME 

Approved NEC PC-8201 A dealers 
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ANDOM ACCESS 



Shire your words of praise or send us a rocket about PCN. We want to hear y our views and feelings! 
on the articles we print — and those you feel we ought to. Write to Random Access, Personal 
Computer News, Evelyn House, 62 Oxford Street London W1A 2HC. You could win £15 for the 
best letter of the week. 


Cheers, not sneers, 
for Sir Clive 

I am a forty- 
year-old, dis¬ 
abled father of 
two school-age 
children. May 1, 
through your 
magazine, as someone who is 
neither a games freak, nor a 
schoolchild with access to 
£1,000 of BBC equipment, 
speak out against the seeming¬ 
ly endless stream of sarcasm, 
sneering, and general slagging 
off of Sir Clive Sinclair. 

Sinclair's ZX81 gave me, and 
thousands like me, the only 
chance most of us would ever 
have to buy our own computer. 

1 bought mine about two 
years ago: an excellent manual, 
leads for TV and cassette. 16K 
expansion pack, transformer, 
and free Pacman, for the unbe¬ 
lievable price of £45. 

Sinclair. single-handed, 
frightened other computer 
firms into lowering prices. 

I know that the ZX81 is crude 
and slow, but where else would 
hundreds of thousands of people 
like me ever have found the 
chance to find out that compu¬ 
ters are fun? From Acorn? 

I now own a better computer, 
but I know that I would never 
have had a chance to start, had 
it not been for Sinclair. Like 
Henry Ford, Clive Sinclair took 
an expensive, wealthy persons 
plaything, and gave it to the 
masses. 

There are more computers, 
per head of population, in this 
country, than anywhere else in 
the world. The computer and 
software industries employ 
thousands, and make millions. 

So, please just now and then 
could someone say 'thank you' 
to the man? 

PJ Long, 

Bedminster, Bristol. 

Another satisfied 
Byte Drive 500 user 

With reference to J P Hibbin's 
letter in issue 103, I too have 
been thoroughly pleased with 
the performance of the Byte 
Drive 500. It does everything 
and more than your review said 
it would (including some un¬ 
documented facilities): 

• 440K of formatted storage in 
a nifty double-sided 3.5 in. 
child-proof plastic diskette 

• ability tochain four drives in 



one system, giving 1Mb in use 
at once 

• extended Basic with window 
management, programmable 
function keys. Random-access 
files, printer echo, error-trap- 
ping, plus the amazing type and 
do commands, all documented. 

I have found several un¬ 
documented facilities: 

• when requesting a file, wild¬ 
cards in the form of question 
marks, eg “MYFILEno.????", 
are allowed in the file name 

• if in word processor mode 
you enter a single ’?' as the file 
name, the DIRectory is helpful¬ 
ly presented 

• the system can be reset by 
the on-off switch or — would 
you believe — the Basic com¬ 
mand reset, both of which will 
auto-boot the disk system. The 

■ton tucked under¬ 
neath just gives a hard Break. 

Do 1 have a vested interest? 
You bet. 1 bought mine last year 
and 1 love it. I won't be happy if 
support fails because of a bad 
press. 

LS Lewis, 

Newport, Dyfed. 

Dealers — better 
safe than sorry 

1 was, as the co-ordinator for a 
local motor-racing cham¬ 
pionship, last year searching 
for sponsorship I agreed terms 
with a local dealer in small 
business computers. Seeing 
that he was a registered dealer 
for a reputable British compu¬ 
ter manufacturer, I felt that 
this was proof enough of the 


sponsor's credibility. Sadly, 
within a few months our spon¬ 
sor was bankrupt and despite 
previous personal assurances, 
our sponsor did not pay us. 

It now turns out that he had 
previously had at least one 
previous m*uor bankruptcy as a 
business computer dealer and 
left a myriad of debts in his 
wake. Yet, a major British 
company still made him its 
official dealer. 

When I researched this mat¬ 
ter further, it seems that any¬ 
one who puts up a comparative¬ 
ly small amount of capital, can 
become an official dealer for 
almost any business-related 
computer-product. 

Firms which act in this way 
can only bring themselves and 
the computer industry as a 
whole, into disrepute. This sort 
of action seems to be, in the long 
run, totally futile. 

Buy from somebody you are 
100 percent sure is reputable. It 
may be arduous task but it is 
better to be safe than sorry. 
Patrick Young, 

Belfast, N Ireland. 

Proposed user group 
for MSX users... 

A group of MSX owners in this 
area have decided to form a user 
group. We would like to contact 
other users of these machines. 

The aim is to publish a 
newsletter/magazine for mem¬ 
bers featuring progam hints 
and technical tips. For inst¬ 
ance, on using vpoke commands 
to access the VDU. Also, com¬ 



parisons and reviews of soft¬ 
ware and peripherals. 

This depends to a certain 
amount on the number of people 
interested. Anyone who is 
should send a SAE to me. 

Tony Brown, Em scale Mill, 
Wharf St, Warwick. 

... and for a 
group with Enterprise 

A bunch of Enterprise owners 
wish to start up an independent 
user group. Anyone interested 
please send an SAE for full 
details. 

Mark Lissak, 40 Mansfield Rd, 
London NW3. 


QL Quill bug 
is easily overcome 


I should like to echo the com¬ 
ments made by W Spens (issue 
103) in regard to the substan¬ 
tial improvements made in the 
update of QL Quill. 

The bug noted in his letter 
seems rather stranger than he 
suggests. My experience shows 
that the last line of a file fails to 
print only when the file is newly 
loaded from Microdrive. At this 
stage, of course, the cursor is 
positioned at the start of the 
text. If the cursor is now moved 
to the end of the text the 
document will print correctly. 

As far as my limited experi¬ 
ments have shown, if this has 
been done once, the document 
continues to print correctly 
regardless of the position of the 
cursor during the later print¬ 


ings. 

Fortunately, the problem is 
easily overcome. It is not neces¬ 
sary manually to flush the 
printer buffer, but simply to 
adjust the printer driver (using 
“Install bas”) to send a car¬ 
riage return character (ASCII 
13) as the postamble code. Quill 
sends this to the printer at the 
end of each document, and it 
automatically flushes the 
buffer. 

P Birch, 

Paisley, 

Renfrewshire. 


Acomsoft exchanges 
Elite galactic bug 


Good news for all Electron users 
— the old version of Elite can be 
exchanged with Acomsoft for a 
version without the galactic 
hyperspace bug. 

S Jagidar, 

VauxhaU. London. 
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OUTINE ENQUIRES 



Using non-Commodore | 
printers with the 64 

Q l want a printer to use with my 
Commodore &4 for E100-E150. 

I understand that Epson, which has a 

good name, has jui. 

P-40. But I'm told n 


printers don't produce the Commod¬ 
ore graphic characters — does this 
apply to the new Epson printer? 

John Orme8, 

Crewe. 

A Taking your last question 
first: very few printers other 
than Commodore’s own print 
out the graphics characters 
that the machine uses. Unfor¬ 
tunately, this not only affects 
graphics that you wish to use in 
your programs but also any 
codes used to show screen con¬ 
trol codes such as cursor. 

A few manufacturers have 
now started to produce boards 
to sit inside standard printers, 
but these tend to be rather 
expensive at around £60 on top 
of roughly £250 for the printer 
Many interfaces are now 
available which allow the Com¬ 
modore 64 to be used with most 
Centronics printers, and some 
of these also allow you to use the 
64’s character set or give an 
alternative such as (sA) for the 
graphics character generated 
by pressing Shift and A. We use 
such an interface in PON's 
office to produce our Commod¬ 
ore listings. Again, this option 
is expensive at up to about £90. 
You could look at the Microgra- 
fix interface, distributed in the 
UK by Impex (01-900 0999). or 
the one from Zero Electronics 
which is £42.95 (0493-842023) 
Cheaper interfaces are avail¬ 
able at around £20 that simply 
plug onto the user port and a 
small program is used to output 
all data to the printer. Howev¬ 
er, not all programs work with 
this type. Stack would be a good 
place to start enquiries <051- 
933 5511). 

Unfortunately, we have not 
yet looked at the Epson you 
mention, but from the specifica¬ 
tions we’ve seen it appears to be 
a Centronics or Serial thermal 
printer which takes a 4in roll of 
paper, not totally unlike the 
Sinclair ZX printer. You’ll have 
to buy a Commodore interface. 
If the P-40 uses the standard 
control codes, you may be able 
to get all Commodore graphics 
by using one of the more expen¬ 
sive interfaces. 

If you were prepared to forgo 


Could you recomm 
w modem for the Sf 
that won't add too r 


the graphics to use full size 
paper with your printer, you 
could take a look at the Brother 
HR5 printer. Again, it is ther¬ 
mal but won’t cost much more 
than Epson's P-40. 

Printers are still an expen¬ 
sive item and the nearer to £200 
that you are willing to spend, 
the greater the chance of 
buying an interface that will 
make it behave like a normal 
Commodore printer. 

• Issue 107 will contain a guide 
to some popular printers, and 
the Workbench section will 
show how to build a printer 
interface for the 64. 

Getting around an 
anti-modem mum 

recommend a cheap 
Spectrum 48k 
much to my 

mum’s phone bid? 

Kevin Miller, 

Patna, Ayrshire. 

A Your mum has unfortunate¬ 
ly got it in one — modems 
are almost inevitably heavy on 
the phone bill, unless you’re 
careful how you use them. But 
that said you do seem to have 
got the wrong end of the stick. 

Modems have different baud 
rates, baud being the measure¬ 
ment of the speed at which data 
is sent by the modem, so in 
theory the higher the baud rate, 
the faster data is sent, and 
therefore the lower the phone 
bill. However, the higher the 
baud rate, the more prone to 
error the setup is, so the more 
likely you are to have to try 
again, thus putting your phone 
bill up. 

Even if you can do the neces¬ 
sary fast talking to obtain your 
modem, you’ll almost certainly 
face the extra expense of get¬ 
ting onto one of the Prestel 
systems. 

But don't despair — we have 
a plan. Why don’t you try to 
persuade your mum to rent a 
TV that receives Prestel? You 
can use the usual spurious 
arguments — cutting edge of 
technology, teleshopping, see 
what the weather forecast is 
and so on. 

If she caves in, you can lea ve a 
decent interval then buy your¬ 
self a Demon modem, which is a 
snip at £60 from Demon Elec¬ 
tronics (01-930 1612). After all, 
if the family is using Prestel 
already, it won’t be that much 
extra. .. 
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ICROWAVES 



B« kind to your fdtow micro mm. Share tint fasdinUm nd tira-Mvim 
wWi the world at largo. WtH pay £10 for wry Mkrowavo priwtad —d £50 
for the Microwave of the Month. Don't hesitate, send your hints to 
Microwaves, PCN, 62 Oxford Street, London W1A 2HG. 


Amstrad version of 
Beeb DIV operator 

The CPC464 has two little 
known but useful features. The 
first is the counterpart of the 
BBC's DIV operator, repre¬ 
sented by the 'V (the key above 
CTRL). For integer A and B, 
A\ B returns the same result as 
1NT(A/B), le it returns the 
integer part of the quotient. If 
you get puzzling results check 


to see if you have used the 
correct symbol as both ’ V ’ and T 
are next to each other. 

The other 'hidden extra’ is 
CTRL-TAB which toggles be¬ 
tween insert and overwrite 
mode. The latter overwrites 
text on the screen in the same 
way as the Commodore 64; the 
former shifts all the text along 
as you type. 

DHigham, 

Eccles, Manchester. 


Beeb screen scroll procscr<t*.f%> where t* 

■ .. is j is the number of times the 

in three Modes screen is to be scrolled, and F r l 

The following routine scrolls is the direction, -1 for down. 1 
the BBC’s Mode 2/1/0 screens for up. 
up or down. The routine is Jonathan Temple. 
activated with call Beeston, Nottingham. 

10 MODE 2 

20 PRINT"UP/DOWN SCROLL..." 

30 FOR T=0 TO 10:GCOL 0,RND<7) 

40 PLOT 85,RND<1280),RND<1024):NEXT 
50 PR0CSCR<65,-1> 

60 PROCSCR(65,1> - 
70 END 

1000DEFPROCSCR(T7.,F7.) 

1010L7.=& 1000: H'/.=&600 
1020IF F7.=-l THEN L*/.=H7.:H7.=& 1000 
1030S7.=H7.:FOR N7.= l TO T7.:*FX 19 
1040 7 &FE00=1 2: ?&FE01=S7. DIV 256 
1050 7 &FE00= 13: 7 &FE01 =S7. MOD 256 
1060S7.=S7.+F7.*&50: IF S7.-L7. THEN S7.=H7. 
1070NEXT 
1080ENDPROC 


Slow mover gives 
another option 

The BBC’s speed is one of its 
great advantages, but at times 
it is also a disadvantage, espe¬ 
cially when listing programs to 
the screen. This routine pro¬ 
vides an alternative to page 
mode or holding down 


CTRL+SHIFT 
It intercepts the OSWRCH 
vector, slowing down all print¬ 
ing to the screen. To change the 
speed, alter the contents of the 
address &70. A value of 0 gives 
more or less the usual speed, 
255 slows it down the most. 

R Randhawa, 

Warley. West Midlands. 




20FOR P=0 TO 3 STEP 3 110BNE L0 


I 30P7.=A 
40*OPT P 
50PHP:PHA:TXA 
60PHAiTYA j PHA 
70LDA&70sBEQ LI 
80TAX:LDY#0 
90.L0 NOPiNOP:DEY 


120. LI PLAiTAYsPLA 
130TAX t PLAiPLP 
140JMP &E0A4 
1505 
160NEXT 

1707&20E-A MOD 256 
180’420F=A DIV 256 


Changing colours play blue or green text better 

. . . | U JLt fjL . j- Normally this is achieved by 

for 3 better display using Mode 6 and the vDtt# 

ThispatchfortheBBC’soperat- command, 
ing system allows the fore- This routine makes all text 
ground colour of Mode 7 to be outputtothescreenappearblue 
changed. Some televisions dis- by intercepting the output 


routine and printing a chrsim if 
the last colour printed was a 
carriage return nutsm 
The value of &E0A4 in lines 
190 and 120 is fine for OS 1.2. 
For other operating systems, 
this address can be found by 
reivr-aa* and *ffff 
The code in line 205 is for 
10 FOR X-0 TO 2 STEP 2 
20 P7.-&B00 
30‘OPT X 
40.START 
50CMP #13 
60BNE NTEOL 
70JSR&E0A4 


cyan text which can be altered 
to 129 for red. 

Line 240 puts the code in a 
backwater of the memory. 
Other possible sites are &900 
for disk users, or &D00 for 
cassette users 
JeffTullin. 

Gateshead, Tyne and Wear. 
80LDA#130 
90.NTEOL 
100JSR&E0A4 
110RTS 
1201 
130NEXT 

140?&20E=0 s •’620F-AB 


Improve your Amstrad run before the game and 

joystick potential SjaSgXfSaSll 

This program is for those people key number and the B register 
who admire the fastfire facility with &FF (&FF is repeat on, 
availableonsomejoysticksthat &00 is repeat ofD and finally 
don’t work on the Amstrad calling the KM SETT REPEAT 
CPC464 firmware routine. 

The code is tucked away at You may find that you have to 

the top of the memory and alter the speed key setting to 
allowsthejoystickfiretorepeat match the firing speed of the 
at the rate set by the speed key game, 
command. B G Moone. 

The program should be Reading, Berks. 

1000 fastfire=HIMEM-7 

1010 FOR addr=fastfire TO HIMEM 

1020 READ dta 

1030 POKE addr,dta 

1040 NEXT addr 

1050 CALL fastfire 

1060 DATA &3E,&4C,&06,&FF,&CD,&39, 
_&PP.&C9_ 


Pound note for Oric 
Shinwa CP-80 users 

1 have an Oric Atmos, and a 
Shinwa CP-80. The following 
program allows you to LPRINT 
the £ (pound) sign. The Atmos 
uses the ASCII code 95 for this 
symbol whereas the Shinwa 
uses 129. The program changes 
thejump vector for the LPRINT 
routine to #400 where a few 
bytes of code check and, if 
necessary, change the contents 


of the accumulator before jump¬ 
ing to the LPRINT address. 

The routine has the advan¬ 
tage that you can swap a 
character for any other. The 
ASCII code for the character is 
the second byte of the data; the 
code for the substitute is the 6th 
byte. It works with any printer, 
allowing some of the more 
obscure symbols to be printed 
directly. 

271 CPLJHeymer. 

RAF Sealand, Clwyd. 


10 DOKE#23F,#400 
20 FOR N=0 TO 8 s READ J 
30 POKE H400+N,JsNEXT 

40 DATA 201,95,208,2,169,129,76,193,245 


Winning duo get spring bonus 


Congratulations are in order to Michael Warmer, of Shipston on Stour, Works, 
tor his winning Microwave ot the Month for February (issue 100). His routine 
enabled an extra screen to he created on the BSC. 

Andrew Smith, of Milton Keynes, is the winner of the March Microwave of the 
Month of his tip that allows you to switch screens on the BBC without losing the 
data on the screen (issue 103). A £50 cheque will be on its way to both soon. 
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UTPUT: MEMOTECH 


ANYONE FOR TENNIS? 




i—f of machine coda wtth this boMBcey fit, courtesy c4 Katth Hook and M Gut 
TW prog ra m cw to dhid to WNatratahowtha MTX’s un mhlBr works. 


T he Memotech MTX’s in-built 
assembler/debugger is ideal for 
programming in Basic with 'in-line’ 
machine code subroutines. However, 
once Basic has been mastered, most 
users get the urge to write in assembler: 
the routines run faster and allow certain 
special effects which are impossible in 
Basic. 

Unfortunately, very little has been 
written about getting the best from the 
MTX assembler, and many users aban¬ 
don the idea of attempting machine code 
as a result. 

This listing is a game of practice 
tennis which allows you to alter any 
section of the code and experiment to see 
how it affects the game. For example it is 
quite easy to create a two player version, 
or to alter the angle at which the ball 
bounces off the walls or the bat. 

Even the novice programmer can 
experiment and gain some ideas for 
future use. The source listing is fully 
documented for those of you who have 
not yet used the assembler. 

How it works 

The code starts at 8007 Hex — this is 
because it was written on a MTX 500 
which only has 32K RAM. MTX 512 
owners should type in the code exactly as 
printed, but when the assembler is 
entered by typing ashem io, the code 
should start at 4007 Hex. The resulting 
code will align with the listing, but will 
always be prefixed by 4 instead of 8. 

RST10 instructions are used through¬ 
out the listing (see £800B). This call is an 
easy way to use the MTX’s built-in 



Although writtM forth* MTX 500, this program n easily adapt*! forth* 


graphic functions. Basic screen routines 
use these ROM calls, and because of the 
way the operating system is structured, 
it is easier to take advantage of the 
routines rather than write your own. 

The RST 10 instruction expects cer¬ 
tain information to follow the call, and 
depending upon this, the call will follow 
a certain course of action. These calls can 
draw lines, plot lines, create sprites, 
move sprites, print text and graphics to 
the screen, and much more. 

The format for using RST 10 is: 

RST 10 
db£s3 
DB“try” 

The above example will print TRY on the 
screen, at the current cursor position. 
The function decides which command is 
to be executed by the bit pattern of the 
first byte (£83), which is the command 
byte. 

BH76543210 

Patt 1 0 cs Number of bytes 

Here, bit 7 is set |£80 = 1000 00001, 
and we are printing three characters, so 
rst io db £s3 tells the MTX to print 3 
characters at the current cursor loca¬ 
tion. Bit 5 is the Carry :Stop bit. If this bit 
is set (1) the RST 10 call executes the 
immediate command and then carries 
on to look for another command byte: 


RST io 

DB £ A3,“try” 

DB £ss, “again” 

The above code will result in RST 10 
printing TRY AGAIN on the screen at 
the current cursor location before it 
returns to the calling program. (For a 
complete explanation of these calls see 
PCN issue 641. 

The program uses 16 by 16 sprites and 
this mode is selected by setting bit 1 of 
VDP Register 1. In order that this 
register can also carry out its other 
functions, a value of £C2 must be sent to 
this register. 

RST 10 followed by DB £4C will select 
Virtual Screen 4 and clear it on entry. 

LD A.R is an easy way of getting a 
random number in the range 0 — 127. 
The Refresh register is constantly count¬ 
ing up to 127, so you get the same 
number twice in a row. 

Finally, under MTX Basic, the sprite 
attribute table is located at 16128 
decimal and each entry consists of four 
bytes: 

Byte 1 Vertical distance from top of 
screen 

Byte 2 Horizontal distance from left 
hand edge 

Byte 3 Pointer to sprite number 
Byte 4 Sprite colour E 


1 Listing 

8M7 

11 SB, (NIK) i LOOK TK STOOL POIRTOt TH* STSTEA VtflUUS 

8040 

J MOOT) 


8001 

1ST 10 {RESTART 10 

8043 

OUT (l),0 


800C 

H <83,18,2,2 jSET THE IACKSWLBD COLON TO SttEO 

8043 

LB 0,10 


8010 HIT: 

RST 10 {SNITCH TO VS 1 Nil HEN IT 

8047 

COLL OUT 


son 

88 14C 

8044 

LI M 


8012 

RST 10 {RESTART 10 

804C 

CALL OUT 


H13 

M <03,18,3,13 {SET THE PLOT 2* COLOUC TD NNITE 

804T 

LI 0,13 


8017 

08 M3,18,4,1 ;SET TK OOtKC COLOUR TO HACK 

8051 

COLL OUT 


8011 

08 <83,18,0,1 {SET TK PRINT MK0 COLOUR TO RAd 

8034 

COLL BORDER 

{DISPLAY TK KKOES AROUK) TK COURT 

801F 

LIA.IC2 {SELECT 1U16 SPRITES 

8037 I11T1: 

CALL tAMW 

{SET BALL 0T 4 (4ADW POSITION 

8021 

OOT (2),8 {IT SETTINS 8IT 1 or W RESISTER 1 

8030 

COLL BISSCX 

{DISPLAY TK SCOttS 

8023 

10 A,<11 

8031 LOOT: 

COLL UPDATE 

{REDISPLAY TK BOLL 

8023 

OUT (20,01 

8080 

C0U mi {BELAY TK PW9NI 73R 0 SHORT TIK 

8027 

COLL HESSES {PRINT TIE KSSASES AT TIE TOP OT TIE SQEOI 

8083 WO: 

II 0,(2) 


802* 

IN 0 {CLEAR IK ACOJUATK 

0083 

III 7,0 


8021 

J (HIM {SET NITS TO 0 

8087 

Jt 12, W0 


803 

LI HISS), * {SET KISS TO 0 

1088 

COLL K80AR5 

;SC0l TK IET80000 

8031 

110,100 

808C ICI: 

LB HL.1INC ; 

CK4SE TK I COORD IT TK VALUE II UK 

8033 

11 (lin.O {SET IK T CS0R01NATE OT TK BAT 

BOOT 

LO A, l ICON) 


8030 

CALL PATTERH {SET TK SPRITE FITTEMS 

0072 

AM 8,(K) 


8031 

L8 K.ISOTSOI) {DISPLAY TK MT 

0073 

CM {TEST FOR BALL E0IW Of SC8EEK 

8030 

COLL VOMIT 

0073 

JP C.SERRE 

1 
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1 Listing (cont) 



9078 

CP M2 ;TEST CM MU HITTINS II8KT IMU 

•111 

an (2), 4 {SEN THIS V4LUE DOW PORT TUO 

mn 

JP K.rmi 

0113 

POP or 

N7D 

J (ICOQRi,4 

1114 

KT ;KTW 

rn IKY: 
M3 

LI K,UK {IKK4SE THE 1 COON IT TK VNK II TIK 

IIMTCW) 

0115 OT: 

or (1),! {THIS ROUT IK IS IBEl.KCOUSE 4 KL4Y V IT LEAST 1 HICMSECENS 

IS KCESSMY BETUEEH SUCCESSIVE KIN OR KITES 

Boat 

4M 4, (HI) 

0117 

KT ;KIUR» 

8017 TEST! 

CP 173 ; TEST TV HUM OT SCKEH 

8110 HOW: 

LO 4, (MT) ;8ET TK MT COORIIMTE 

bon 

JP K.riir 

Bill 

CP II {TEST TO SEE ff IT IS OT TK TK OT TK SCKEI 

80K 

CP 10 ;TEST T» TOP OT SCKEI 

Bill 

KT C {IF IT IS TKI KTUM IITKRIT HOVIN IT. 

908t 

JP c.rur 

SUE 

KC 1 {OTHERWISE TOO TN OFT TK MT POSITIOR 

INI SAVt: 

LI (YCM),4 

tiff 

KCI 

1004 CMT: 

COLL TEST ;SEE IT I4LL TOUCHIK Ml 

8120 

J (MT),! { MOB STORE Kl MT PNSITIOH 

8097 

JP LOOP ;M IT ALL 48411 

0123 

LIK.ISOTSM) {SET OP TK IHRESS OT TK SPRITE OTTIINTE IMU 

80V IEL4T: 

LI K.(KIT) ;8ET TK CtMCIT HE LOT IIS 

0127 

COLL VOMIT 

ion Kill 

KCK 

8124 

OIT (I),4 ;SEN IK T COORIIMTE OT TK MT 

80V 

LI 4,1 

812C 

KT ;4N KTUM 

8040 

■ C 

BIN HOVN: 

LI A, (MT) ;KT IK MT COORIIMTE 

1041 

J» I2,KLI 

OIN 

CP 148 {TEST TO SEE ff IT 1$ IT TK HUM OT SCKEI 

8043 

BET 

8132 

KT K {IF IT IS, TKI KTUM HI THOU! MV1K TK MT 

8044 mil 

J 4,(ICON: ;THIS ROUTIK KS4TES THE II* 

0133 

IK 1 {OTHERWISE OH IN TO TK MT COOROIMTE 

804’ 

LI HI, UK 

0134 

IK 1 

8044 

SU Oil 

0133 

LI (MT),! ;STOK II 4MII 

8041 

LI (ICOMl,! 

BIN 

LIK,(SITS41i [SET UP TO KITE TO TK SPRITE ITTRINTE TMU 

B04£ 

LI 4, (UK) 

BIX 

C4U VOMIT 

8081 

KG 

Biff 

OIT (0,4 ;4N SEN TK Kl T COORIIMTE 

8013 

LI (UK),4 

0141 

KT ;KTKI 

800t 

KT 

8142 TEST: 

LI 4,(UK) {TEST TO SEE IF UK IS POSITIVE 

8017 nrr: 

LI 4,<TCMt) [THIS OMTIK K64TES TK UK 

8143 

IIT 7,1 ;IT TESTIK IIT SEVER.IF IT IS Vr.TKI TK VOLK IS POSITIVE 

8014 

8090 

LI HI,UK 

SUB (*) 

0147 

KT 1 {If IT [S.KTUN KCOUSE TK MLL IS TROVEUI* TRW TK LEFT TO TK 

RIOT,ON TKRFOK CM'T HIT TK MLL 

80K 

li irami,4 

BIN 

til,(ICON) {TEST I CIORUMTE OF MIL 

NCI 

LI 4, (UK) 

BIN 

CP 22 ;IF NT HITHII 1 RMGE,KTURI 

80C4 

KG 

8140 

KT K 

80Ct 

LI (UK),4 

IKE 

CP 28 

OOtt 

JPCMT 

8130 

KT C 

80CC 180481: 

1 LI 4,1(1 {TEST TOO If (IT 

0131 

LI 1, (YCOM) {TEST T COORt TO SEE IF MU IS KLOU MT 

MCE 

BUT (3),4 

0154 

li 1,0 {OR MT KLOU MLL 

MN 

114,(5) 

1133 

li A, (MT) 

8007 

CP in 

UN 

CPI 

M84 

jp j.hovup jir it is,na how mt up 

1159 

JP C.TESTI ;If TK MLL IS KIM TK MT.TKR JUHF TO 1 OlffERERT TESTIK ROUTINE 

BOD? 

J 4, tv ; TEST Fit DOM KEY 

■ISC 

SK 1 {IF TK MT IS KLM 1IO SNTRKT IK MT COORR fRM TK MLL COOR* 

M09 

OUT (5),4 

BIN 

CP 12 ;4N SEE IF IKY 4K HITHII 12 FUELS OF EACH OTKR 

SON 

II 4,(3) 

•1ST 

KT K {IF TKI OKI’T,TIER KTUM 

MN 

CP ITT 

1140 

JP HITS {OTKMISE JW TO TK 'HIT MLL’ MITIK 

MOT 

JP 7.H0VN [IT TES.no HOVE MT KM 

1143 TEST!: 

LI A,(MTl ;GET TK MT T COON 

80C7 

KT 

8144 

U 1,4 jSTOK IT IR 1 

8K3 mil: 

COLL Fin ;NUKE MU III 4US 

8147 

i» 4,i tear ;KT nc sou t coon 

80Ct 

JP IKY ;4M T 41IS 

1144 

SUB 1 ; SUBTRACT TK INI COORD fRM TK MT COORO 

80(9 VAOIK: 

PUSH or {THIS NUUK SETS UP VtOH TOP K4IM 

1140 

CP 17 ;4K TKT HITHII 17 PIIELS OF EACH OTKR’ 

8K4 

LI 4,E ;GET TK LM PMT OT TK 4MKSS 

0141 

KT K {ff TKI OKR'T,TKI KTUM 

800 

OUT (2),4 ;4K0 SEN IT DON) POST THO 

II4E HITS: 

CNL INCHTT ;4M OK TO TK HIT COMTE) 

80(0 

m 

J 4,1 {SET TK HIGH PORT OT TK 4MRESS 

M 43 ;H4tt SDK TH4T UTS 4 ON 7 ME 0TT.TH1S CMUMTIM TELLS 

TK VIP THAT IT IS KBUIKI TO SEN MTl MCI TO TK IN 

1171 

0174 

1173 SERVE: 

C4U rill ; COLL TK RMTIK TO DOUCE TK INL 

KT ;4N KTUM 

C4U INDUS ;4N 0K TO TK HISS COM TER 

OOfO 

OUT (2),4 ;OUTPUT THIS VOLK DM FOOT TOO 

1178 

L» K,4 ;H44E 4 SWRT KUT SO TH4T TK KU INL IM’T SERVED IHKII4TELY 

lor; 

pop or 

1171 SRV1: 

KC K 

MT3 

KT ;KTim 

817C 

LI 4,1 

NT4 S4TS40: W 14120 ;SMITE 4TT81NTE T48LE STMT 4MKSS 

8171 

M C 

80F4 PATTEM:LD 1,44 :SET CMTW 

I17E 

7R 12,SMI 

sort 

LI NL,MT4 ;POIRT K IT P4TTEN MTl 

BIN 

JP II1T1 ;4N SERVE 4 KU MU 

sort 

LI K, 14334 {SET VR4H 4NKSS TOR NITIN TO TK POTTEB GEKR4T0R TOME 

0183 IMMH: 

LI 4.R {KT 4 HIHKP PROP TK KFKSKR KSISTER 

BOTE 

COLL V4KIIT 

8183 

ON 4,10 ;H4IE SUE TH4T IT IS NK THOR 10 

8101 Pill 

LI 4, (HU ;K40 4 BYTE FIOH TK PITTEM MT! 

8187 

li irami.o ; stok it ii tk mus t coorumu 

1107 

OUT (0,1 ;IOD SEN IT TO TK CNKCT PLACE 11 VR4H 

BIM 

LI 4,12 iSTME TK 1 COORIIMTE Of TK INL 

1104 

IK K ; IKKKIT TK POIHER II TK PITTEM MTl LIST 

use 

LD (ICON),4 

BIOS 

1107 

0JI7 Pll j DECK KIT COURIER MO N IT 4C4II 

nr 

LI 4,1 {RESET I m t IHCKKHTS TO I.TKK VALUES COULD K CH4RSEI TO MKE 

TK INL H FOSTER KL4TIK TO TK MT 

1108 *4MT: PUSH 4T ; THIS NVTIK SETS IP 8148 TOO M01MK 

8191 

LI (UK),A 

8109 

J 4,£ ; SET TK LN PORT OT TK IIMESS 

1194 

U 4,1 

1104 

OUT (2),l ;4N SEN IT OUT THROUGH PORI THO 

1194 

J (UK),4 

HOC 

LI 4,1 ;SET TK HIGH PORT OF TK 4MKSS 

8199 UPMTE: LI K.lVTSlH {GET TK STMT OF TK SPRITE ITTRINTE TOME 

•IN 

HOT 

OR 44 {HOKE SUK TH4TIIT 4 OT TK VNUE IS SET 

410 127 ;M0 HOPE SUK TH4T IIT 7 IS OTf.THIS CMIMTIOI OT UTS IKOK 

TK VSP TH4T IT IS 4MUT TO RECEIVE MTl 

1190 

I19E 

81V 

BIN 

IK K ;4N 4N FOUR TO IT,TO POUT TO TK STURT Of TK MU lOB 

IKK 

IK K 

IK K 


15 ► 
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Instead of computers catc 
technology now has to ca 



The way we see it, technology has suddenly got quite 
a race on its hands. 

There’s no other home computer in the world that’s 
so expandable or so updatable as the new Enterprise 64. 

And if you’re wondering quite how we’ve managed 
that, kindly take a closer look at the outputs on our remark¬ 
able new machine. 

You’ll notice that amongst all the usual sockets and 
terminals, we’ve gone and incorporated a special 66-way 
expansion port. 


This will accept a whole range of new peripherals that 
are in the pipeline, including those that are a mere twinkle 
in the eyes of our hardware designers. 

We thought this expandability principle was such a 
good idea, we applied it to the Enterprise’s memory, too. 

Even in its most basic 64K form, this puts more user 
RAM at your disposal than almost any other competitor. 

But plug in our special Rampacks to the base unit, and 
you can progressively increase that figure to a truly extra¬ 
ordinary 3,900K. 










hing up with technology, 
tch up with a computer. 



Not that that’s the only challenge we present to today’s discover analogue RGB and TV outputs, as well as parallel, 

ambitious programmers. RS423 serial and network pons. 

With a screen resolution of up to 672 x 512 pixels. Both Cobol and ‘C will be available with CP/M run- 

256 colours and a high speed video processor, the Enterprise ning, and you can even use Lisp, Forth and Z80 assembly 
will outgun all but the highest quality TV monitors. language on canridge without encroaching on user RAM. 

And the sophisticated sound chip generates no fewer 'Hie new Enterprise 64. 

than 4 voices across 8 octaves in full stereo. It hasn’t just overtaken technology. It’s left every 

Combine the two and you can create effects that other home computer straggling in the distance, 
leave today’s games looking like pub video tennis of the 
mid-seventies. 

For anyone with literary aspirations, the Enterprise 
also comes complete with an integrated word processor. 

Whilst the really serious user will be delighted to 


ENTERPRISE 

COMPUTERS 


WITH OBSOLESCENCE BUILT-OUT 






SKETCH PAD 
PARALLEL PRINTER 
INTERFACE 
JOYSTICK ADAPTOR 


£ 14.90 ★ 

£ 34.90 ★ 
£ 5.90 ★ 


SKETCH PAD 

A graphics design package allowing the 

user to create high resolution full colour 

pictures and diagrams using the cursor 

keys or a joystick. Features include:- 

* Screen dump to any Epson compatible 
printer. 

* Microdrive save and load of screens. 

* Use of stipple gives a vast range of 
colours. 

* Graphics and text can be freely mixed. 

* Automatic drawing of many shapes. 

* Filling of regular or irregular shapes in 
any colour. 


* Drawings saved on microdrive can be 
redisplayed from within any Super- 
Basic program using simple procedures 
supplied on microdrive. 

Some applications include:- 
* Labels * Signs * Flow Charts 
* Graphics for Games 
* Artists Drawing 

SPECIAL OFFER 
SKETCHPAD PLUS JOYSTICK 
ADAPTOR £1995 


PARALLEL PRINTER 
INTERFACE 

Simply plugs into the ‘Ser I' port of the 
QL and any centronics compatible 
printer (eg:- EPSON. CANON. OKI. 
Kaga. Juki etc.) 

works with PSION software and requires 
no special commands. Full Instructions 
included. 

JOYSTICK ADAPTOR 

Enables any Atari compatible joystick 
(eg: Kempston. Quickshot) to be used 
with the QL joystick ports. 


All prices Include V.A.T and p l p within the U K Mote chequet or postal orders payable to Symo Rtitorch 



Sigma Research 

Dept PCN 231 Coldhams Lane, Cambridge CB1 3HY 
Tel: (0223)214109 



Important 
News for 

#SANYO 

micro 

owners 


FREE ‘Getting started pack’ to 1 st 500 members 
after 15th March — Valued at £49.99 

★ The SMUA has been formed to support YOU 
and your computer 

★ Our services include unlimited telephone 
support for the software supplied with your 
Sanyo micro 

★ For further details dial 100 and ask for 

FREEPHONE SMUA 
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Mi VA00U7 (KT HP IMIS AOORESS FOR HR1TM 

J A,(TCI») (KT TK MU. ? CMROINATE 

Ml OUT (SENTKTCOORI 

LB A, riCOWi ;KT TNI I COQKBIMTE 

Mi OUT (SEN THE 1 COORD 

II M 

Mi OUT ;SEM THE PATTEH NMCR 
LI If IS 

ML OUT ;SEN0 THE CSLOUt (MUTE) 

111,91 

OUT <I),A (HARR THE EM OF TIC SUITE TABLE 
SET 

:»i 1ST !> ;P£STABT It 

01 MS,2,8,7,255,7,<A5,2,255,7,255,ITS, 115,2,35,175,0,175 {THIS MT* NWS TK 
LINES MOM T* EKE Or IN SC1EEN 
«ET j if Til* 

ES: LI Nl.KSl ; POINT NL IT KSSAK 1 
LI KiitlM ;SET COORDINATES 

ML NESS ;ML NESSASE PIINTINS MUTINE 
U K,KS2 ;N IT MAIN,NT USE BIFFERCTT NESSASES 
LI OE,10101 
Mi KSS 
LIN,ICO 
LI K.M1I7 
ML CSS 
KT 

LI (CON),Of ;STONE THE COOMINATES 

1ST It jlESTtfl 10 

01 113,] ;DATA TO SET CURSOB COORDINATES 

0*0 

10 A,IN) ;SET I CHARACTER FROM T* IESSAK 

CP t ;IS IT IEIO 

•ET I jlf TCS, RKTUM 

LI (DM),I (OTCNISE STOCE CHARACTEI 

1ST It (KSTAtT 10 

K (01 ;All PRINT IK CMARACTEK 

00 0 

IK N (MOVE THE CSSAfiE POINTER ON It OK 
JO COOP ;E0 MCI INI N IT Kill 

I: J A, (HIT) ;KT THE NUMEO OF HITS 
IK 1,1 (IN OK TO IT 

Ml (KCIPIIL ADJUST IT EM Kl UITHKTIC 

11 (MIT),I (STONE IT MCt iSIIN 

ML OISSCR (BISPLIT IK SCONES 

LI K,(KLT) ;KT IK KLAT TIC 

LI K,I3 (TIRE 13 V IT 
AND A 
SK K,K 

LI lOail.N (STONE IT m MAIN 

J A, (HIT) ;KT TK NUMER OF NITS 

cp nt ;is it ir 

JP 2,HON (ir TES.na 60 TO MON ROUTIHC 

NET (0TKNN1K RETUNN 

S: LI A, (HISS) (KT TK MEN IF HISSES 
IK 1,1 ;AN OK TO IT 

DM (DECIMAL ADJUST IT FOR Kl MITNKTIC 

LI (HISS),I (STONE I MO ASA IN 
ML DISSCR (IISPLAI TK SCORES 

U A,(MISS) ;KT TK RMEI OT MISKS 
CP (2t (IS IT 2T> 

JP I,OVEN (IF TES.JIIV TO TK SAC OVER NfltTIK 
KT (OTKHISE KTUR* 

0: 1ST It (KSTKT 10 

10 <13,3,30,1 ;KT TK CUOSOI COONIINITES TO 31,1 

J I, (MISS) (SET TK NUMBER Of MISKS 

Ml COW (CONVERT IT INTO PRINTABLE CHARACTERS 

J 1.1 (SET TK ’TEB' VALUE 

ML IIS (IISPLAI IT 

LI A.C ;KT TK ’KITS' VALUE 

ML IIS (IISPLAI IT 

1ST II (KSTKT 10 

11 (13,3,S, I (KT TK CUNSK COORDINATES TO S,1 
J I, (HIT) (KT TK HABER V NITS 

ML CON (CONVERT IT INTO PR INTAKE CHARACTERS 
l» A,I jKT TK ’TINS’ VALUE 

Ml 01S (OISPLAT IT 


J A,C (KT TK 'KITS’ VALUE 
CAU IIS (OISPUT IT 

KT (KTUM 

U M (STORE TK VALUE IN 0 

AM (TO (NASI OFF IK BIGHT EOK BITS 
SK A (SHIFT IT RIKT FOUR PLACES 


8280 AM A ;AM ABO 48, TO HARE IH INTO TK COIKCT PRHTAKf 

I28E ADC A,40 (CHARACTER 

0270 LD I,A (STORE IT IR I 

0271 II A,I ;KT TK KIGIML VALUE 

0272 AM (OF ;MSt OFT TK LEFT TOUR UTS 

1274 AM A ;AN 40 TO IT,TO TIM IT IRTO A 

1275 AOC »,41 (PRINTABLE CHARACTER 

1277 LI C,A (STORE [I IN C 

1270 KT (KTUM 

8279 IIS: 10 (CHMD.A (STORE TK CHARACTER 

827C 1ST 10 (KSTKT It 

0271 00 (II (PRUT IT 

I27ECHKI: NO 

I27F KT (Klim 

1210 NK: LI K,KS8 (POINT K AT HESSAK 8 

8283 II K,(0BM (KT TK COHIINATES 

8208 ML KSS (CALL TK CSSAK PtlHTIK NUUK 

8208 ML KSST08 (PRINT KSSAKS 5 TO I 

OK RET (RETURN 

9201 OVER: LI HL.KS4 (ROUT C AT HESSAK 4 

1280 LD IE,<0608 (SET TK COORDINATES 

1203 ML KSS (CAU TK KSSAK PRINTING ROUTINE 

1208 KSSTMaO K.KS5 (THE KIT ROUUK JUST PRINTS KSSAKS 

1208 LI K,(OAOA ;5 TO 8 

928C ML KSS 

828F 10 K.KS8 

02*3 10 K.IOIOC 

I2AS ML KSS 

82M LD K.KS7 

02AI U K,10008 

02AE ML KSS 

0211 U ll.KSO 

0204 LI KilOEOC 

1217 ML KSS 

82M KLOOP: Mi (N70 (KT A CHKACTER FROM lErMAJS 
8211 CR 0 (IS OK KIC PKSSET 

828F JR I.KOOP (IF MT.JIIR MO AM TRT AMIN 
82CI CP 13 (IS IT TK KTUM KT 

82C3 JR I,HIT ;ir TES.STKT TK PW6NK AMIN 

82C8 CR 3 (IS IT IK MEM KET» 

82CI JR J,EM ;IF FES,JUHR TO TK ENI 

I2C1 JR KLOOP (OTKIHISE JUMP MO AM TEST AMIN 

120 KT (KTUM 

82CE EM: LI SP,(FI46 (POINT TK STAO POINTER AT TK CALL1W ADDRESS 

8201 KT ;*M RETURN TO IT. 

B»2 MTA: N 0,0,1,0,0,0,0,0,0,0,0,0,0,0,0,0,3,3,3,3,3,3,3,3,3,3,3,3,3,3,3,3,0,0,0,0,3,4^ 

1,8,1,8,4,3,0,0,0,0,tit,0,0,182,32,18,18,18,18,32,182,0,0,0,0 
8312 BELT: N 1500 ;AS THIS VALUE KCOKS SMALLER,TK OAK SPEED HILL INCREASE 

0314 ICOOR: H 8 (THIS IS TK 1CB0RIINATE OF TK BALL 

0315 TCOOR: H 0 (THIS IS TK V COORDINATE V TK MLl 

0318 UK: 00 I (THIS IS IK VALUE IT HN1CM TK I COOM OF TK MU IKKAKS WEI 

IT NOVES 

0317 TIC: DO 1 (THIS IS TK VALUE IT WHICH TK TCOOM INCREASES EACH TIK I! HOWES 

0310 MT: HO (THIS IS TK MI POSIUON.KASEUKI IH FUELS TR* TK TOP OF TK SCKEI 

8318 HIT: 08 0 (THIS IS TK HIT COUNTER. 

831A HISS: N 0 (THIS IS TK HISS COUNTER 


0314 ICOOR: H 8 (THIS IS TK ICOORIIHATE OF 

8315 TCOOI: H 0 (THIS IS TK T COOMIMTE OT 

0318 UK: 01 I (THIS IS TK VALUE OT WHICH 

[INKS 

8317 UK: DO 1 (INIS IS IK VALUE IT WHICH 1 

8310 MT: NO (THIS IS TK MT PBITION.KJ 

8318 HIT: H 0 (THIS IS TK HIT COUNTER. 

031A HISS: N 0 (THIS IS TK HISS COUNTER 

0311 KSt: N ‘T E H N I S’ (KSSAK 1 

8328 NO 

8327 KS2: N , HITS: , ,0 (KSSAK 2 

8329 HES3: N‘RISKS:‘,0 (KSSAK 3 

8335 KS4: 01 '(IttAK OVEMH‘,0 (KSSAK 4 

8348 KSS: H ‘PRESS <KT> T0‘,0 (KSSAK 5 

8355 KS8: H 'PUT AMTN‘,0 (KSSAK 8 
8380 KS7: DO ‘PRESS <NEAA) TO* (KSSAK 7 
070 Nt 

8371 KSS: DO ‘TERNINATE‘,0 (KSSAK 8 
8371 KS8: DO ‘NELL OOK. TOU WII’,0 (KSSAK 8 






DRIVE MASTER 

This week we bring you the third and last section of Gavin Monk’s menu driven Microdrive utility which tidies up 
after a hard day's worik. 


Listing (cont) 


28290 ON key-2: load.file 

28260 ON key-3: savelflle 

28220 ON key-4:IF ca11.type:merge, 

•rrop i ELSE RETurn 

28280 ON key-3: delete_411e 

28200 ON key-6: prlnt.flle 

28300 ON key-7: backup.cart 1,2,0 

28310 ON key-8: renaae.flie 

28320 END SELect 

28330 END REPeat matn_loop 

28340 END DEFlne menu 

28390 DEFlne PROCedure format.cart 

28360 UNDER i:CLS: AT 1,8:PRINT ’FORMA 

T A CARTRIDGE': UNDER O 

28370 get_drlve_no 

28380 AT 9,o:INPUT ' Cartridge Name:.. 
.•fcart.name* 

28390 IF LENIcart.naneSI>10 OR LEN(car 
t_name»>-0 OR • INSTR cart.name* : AT 
9,20:PRINT FILL* f’ ',201: GO TO 28380 

28400 PRINT \' Number o4 format time* 
u-41... -i:fiasm i:print•?•:flash o 
284 IO REPeat times 
28470 key*-INKEY* 

28430 IF key*>’O' AND key*<’9’ THEN 

EXIT times 

28440 END REPeat times 
28490 AT 7,33:PRINT key* 

28460 PRINT\\• Press CTRL k ENTER to 
format the cartridge in drive’!drive_n 


28710 DIR£9, * mdv * Scdr 1 ve_nok'_’ 

28720 CLOSE£3 

28730 OPEN_IN£3, 'mdv*kdr1ve.nok'_zzzzz 


28740 INPUT £9,cart_name*:REMai 

dge name 

28790 INPUTC9,cart_sp«ce*:REMar 
ldge space 


28760 no_o4_411es-1 

28 "’70 REPeat get.files 

28780 INPUTE9,f1 Ies*<no.ol.l11es) 

28790 IF 41les*(no_o4_411es>-'zzzzzz 

****':no_o4_4I 1es-no_o4_411es-1 
28800 IF E0F(£9>:EXIT get_411*S 

28810 no_o4_41les-no.of.41les«l 

28820 END REPeat get_41les 
28830 CL OSE£9 

28840 DELETE 'mdv’kdr1ve.nok’_zzzzzzzz 
zz ’ 

28890 IF 41les*(no_o4_4iles«l)<>••:411 
es* (no_o4_411es♦11-FILL*1' ’,20) 

28860 END DEFlne d1r_to_411es* 

28870 DEFlne FuNction 411e_on_dr1ve(dr 1v 
e_no,411e*l 

28880 LOCal 1,found,411es*(91,32I 
28890 dlr_to_41les* drive.no 
28900 4ound"0 

28910 FOR 1-1 TO no_o4_411es 
28920 IF 41 les*( 1 1—41 le*: found-1 

28930 END FOR 1 
28940 RETurn found 

28990 DEFlne PROCedure 11 1st(41le_name*. 


28480 REPeat wait 

28490 IF KEYROW(71—2 AND KEYROW(l)-i 

28900 AT 10,0:PRINT’ Drive * I drive 

_nol ’ now being formatted *t 
28910 IF key*-’!*:PRINT 'once. '! 

ELSE PRINT |key*l' times’ 

28920 PRINT FILL*!' ’,1061 

28930 FOR format.t1mes-1 TO key*:F 

ORMA T ' mdv • kdr1ve.nok’_ ’ Leart.name* 

28940 EXIT watt 

28990 END IF 

28960 IF KEYROW(1)—8 THEN EXIT wait 
28970 END REPeat wait 
28980 END DEFlne format.cart 
28990 DEFlne PROCedure get_drlve.no 
28600 AT 3,1:PRINT 'Input Drive Number 

<1-81.' | ! FLASH 1 : PRINT • ' I t FLAS 

H O 

28610 REPeat get.drlve 
28620 key*-INKEY* 

28630 IF key*>’0' AND key*<’9': EXIT 

get.dr1ve 

28640 END REPeat get.drlve 
28690 dr 1ve.no-key* 

28660 AT 3,33: PRINT drlve.no 
28670 END DEFlne get_drlve.no 
28680 DEFlne PROCedure d1r.to.411es*(dr 1 
ve.noI 

28690 DIM f11es*(91,321 

28700 DELETE ' md v' kdr 1 ve.noL '_zzzzzzzz 
zz’:OPEN_NEW£9,’ md v’ kdr 1 ve.nok •_zzzzzzzz 


28960 OPEN£3,ser1 
28970 PRINTED,41le.name* 

28980 PRINT £3,DATE* 

28990 PRINT £3 
29000 CLOSE£9 

29010 COPY.N 'mdv'kdrIve.nok'.’kf1le.n 
ame TO ser1 

79020 END DEFlne 111st 


RK IN PROCEDURES**#*##***#**** 

*-**•*-***#*###*#«#***##*#***#**# 

29060 CLS1AT 1,12:UNDER 1:PRINT ’MERGE A 
FILE':UNDER 0 

29070 get.dr1ve.no:d1r_to_411es* drive.n 
o!select_f1les ’M* 

29080 FOR 1-1 TO no_o4_411es:IF selected 
• (11-’N*:41le_name*-f1 1 os*(1> 

29090 IF lEN<41lo.nnme*)<>0:MERGE ’mdv’k 
dr 1ve.nok*.’fc411e.name* 

29100 GO TO 23030 

32769 DATA 4,'Whole Cartr1dge’,’Se1ected 
Files’,'Auto Overwrite','Change Drive N 
umbers’ 

32766 DATA 31,28,31,30,31,30,31,31,30,31 
,30,31 

32767 DATA 8.’Format a Cartr1dge’,’Load 
a File’,’Save a File’,’Merge a Flle'.’De 
lete FI lets)•,’List Flle(s> to Printer’, 
‘Backup a Cartr1dge’,’Rename a Flle(s)* 
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QLusers 

Discover the true power of your computer with the 

UNIQUE AKEMZLEP PACKAGE 

THE PACKAGE CONTAINS: 

A100% M/C TWO PASS OPTIMISING MACRO ASSEMBLER 
A M/C FULL SCREEN EDITOR 
A 68XXX DISASEMBLER 
AND FIVE ADDITIONAL PROGRAMS 

Now you can wnte progams and assemble in one operation, 
no need to load the Editor and then the Assembler 

• Full English error message reports 

• Standard Motorola Mnemonics and Directives 

• As many labels as required and any length 

• Very fast assembly times 

• Creates Resident or Multitasking programs 

• Produces a label table if required 

• Fully formatted listings 

• Comprehensive documentation 

ONLV £18.95 incl. 

More powerful than Assemblers 
costing more than twice as much 
P/O, Cheques should be made payable to: 

D. A. BANDOO 
81 MOUNT PLEASANT. 

WEMBLEY. MIDDX HAO 1UD 


TIMATIC SYSTEMS LTD 

NEWGATE LANE FANEHAM MARKET 

FAREHAM. HANTS POI4 IAN FAREMAM. HANTS 

Tai: FAREHAM (0129) 239953 Tel: FAREHAM (0329) 236737 

DEALER ENOUIRIES WELCOME 

0 AMSTRAD 

EXPANDABLE RS232 

3 Options 

• RS232 (Runs printer, modems, etc) 

• Parralle! (B8C user port compaMXe) 

• Sideways ROM (Graphics, modem, utltf 


• CPM software 

to enable Me transfer tram Apricot. IBM. Mainframes etc 


Sideways ROM 


Mail order welcome. Please send SAE tor full list. 


ANCHORLORD LTD. 


COMMODORE PACK C64, DATASETTE, REFERENCE GUIDE 
BOOK. JOYSTICK, CARRYING CASE + INTERNATIONAL 
SOCCER + SIMON S BASIC £245 

COMMODORE PORTABLE SX64.£450 

COMMODORE + DISC DRIVE + PRINTER + EASY SCRIPT + 

EASY FILE + 6 GAMES.£538 

PRINTER DPS 1001 .£300 

SIMON'SBASIC + INTERNATIONAL SOCCER £35.50 


SPECTRUM PLUS.. 

QL. 

ATARI. 




AMSTRAD (GREEN MONITOR).£238 

AMSTRAD (COLOUR MONITOR) £338 ' 

ELECTRON.£125 . 

BBC+ DFS INTERFACE.£399 

MEDIC DATASYSTEM. 1 MEGABYTE DISC DRIVE.£249 

1541 FLASH FROM SUPERSOFT £89.95 

ALL PRICES INCLUDE VAT 

ALL STRAIGHT FROM THE MANUFACTURER! 

ALSO AVAILABLE 

EVERYONE'S A WALLY’ FROM MIKRO-GEN.£8.95 

SORCERY’FROM VIRGINGAMES.£7.95 

PASTFINDER FROM ACTIVISION.. £8.99 

MOONCRESTA’ FROM INCENTIVE £5.95 

DARKTOWER’ FROM MELBOURNE £6.95 

Thaaa are juat a few eaamplei of our Hugo atocka! 


for EVERY £30 
Cor YOU SPEND WITH US,< 

. V W YOU HAVE THE CHANCE TO WIN , 
^ A SINCLAIR C5!!* 

7 Every 10Oth customer drawn from our hat S' 
~~7 will win a Sinclair C5. All runners up r-^ 
~7 will receive a free game! 

/ "Z - 7 


ANCHORLORD LTD. 
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^traceofasoujtIon 


_ HthtfnwIraMoiioftfcfciial^yoiirprocr a iii i tlirMtant to drive yowhita the m a4 house, tiythla _ 

k— dy i—c M m co* wMtai from Shift Nkhofa. And H opus up i — w ww ol prog r— nlm powjUBw. 


S pectrum owners who can’t face 
another mammoth Basic program 
debugging exercise could try this 
machine code solution. It helps with the 
debugging and opens up a range of 
possibilities for machine code program¬ 
mers. 

You’ll cover the method of running a 
Basic program under the control of the 
operator, stepping through the program 
a statement at a time, either at predeter¬ 
mined intervalsorwhena key is pressed, 
displaying the line and statement num¬ 
ber beingexecuted. In other words you’ll 
end up with a TRACE (TRON) facility as 
found on many other computers. 

This routine is not interrupt driven: it 
diverts the running of a Basic program 
from the ROM interpreter to our own 
interpreter in RAM. With this set up, it 
is a simple matter to insert an extra 
machine code routine (TRON) into the 
interpreter so a printout can be given 
after each statement is executed. 

Using the program 

To set up the routine use a hexloader and 
enter the code as in the hexdump. Don’t 
forget to set RAMTOP to 64499 before 
entering the code. Then save it using: 

SAVE “trace” CODE 64500,047 

To check the routine you need to know 


some of the following instructions. 

The delay between the execution of 
each statement is set up in a similar 
manner to the MM command, in that 
the unused system variables 23728/ 
23729 hold the number of Vfcoth 
seconds delay. For example, a delay of 
two seconds requires the direct com¬ 
mands: 

POKE 23728,100 : POKE 23728,0 

Similarly a delay of ten seconds re¬ 
quires: 

POKE 23729,tNT(500/256) : POKE 23728, 
(50O-256»PEEK 23729) 

An infinite delay that allows a step only 
when a key is pressed is: 

POKE 23728,0 : KIKE 23729,0 

Once this delay is set up and your 
Basic program is loaded, run it using: 

RANDOMIZE USR 64500 : RUN 

as a direct command. If it’s the first line 
of your program use: 

1 RANDOMIZE USR 64500: GOTO NEXT UNE 
Your program should now run as 
normal, but with a printout at 21,0; of 
the current line and statement in the 
form (20:5]. All errors are reported when 
found and the break keys function. 
What's more, if a bug is found, it can be 
corrected and the program run without 
the TRACE using the run command in 
the usual way thus using the ROM 


interpreter. 

Listing 2 is my assembly listing for 
machine code programmers who are 
interested in the working of the routine. 
The main part is a copy of that in ROM 
but with theadditionoftheCALLTRON 
routine at line 0545, ie after the correct 
interpretation of a statement and the 
checking of the break keys (line 0510) 

The diverting of the ROM interpreter 
is achieved at the beginning of the code 
by ensuring that the ERR-SP is correctly 
set up with 1303h and that the machine 
stack is cleared. In other words, the 
command randomize usr 64aoo is 
assumed completed when the code 
reaches line 0024, and our interpreter 
takes over to execute the next statement 
at STLP line0040; the next statement, of 
course, is run and as such 10:21 is the first 
TRACE output. 

Machine code programmers will also 
notice that it has been necessary to 
redirect the kem and ik commands to run 
in our RAM interpreter, as those in ROM 
will cause the routine to re-enter the 
ROM interpreter and we would lose our 
TRACE. 

This method of diverting the ROM 
interpreter to one in RAM opens up the 
path to rewriting the whole of Spectrum 
Basic. 0 


Listing 1 


CODE 

FBF4 

64300,347 
00 00 00 

00 

00 

00 

00 

00 


00 

FCBC 

FCC4 

33 

00 

SC 

FD 

EB 

36 

22 

0A 

3D 

FF 

sc 

15 

37 

FD 

IE 

72 


EC 

C0 

FBFC 

00 

00 

00 

ED 

7B 

3D 

5C 

21 


22 

FCCC 

0D 

CA 

13 

FC 

14 

CD 

8 B 

19 


6B 

FC04 

03 

13 

K3 

21 

A0 

FC 

22 

A6 


7E 

FCD4 

28 

02 

CF 

16 

DF 

FE 

0 D 

28 


21 

FC0C 

FD 

21 

3 A 

FD 

22 

8 4 

FD 

E7 


DF 

FCDC 

C4 

FE 

3A 

CA 

13 

FC 

C 3 

8A 


22 

FC14 

CD 

BF 

16 

FD 

34 

0D 

FA 

8A 


64 

FCE4 

1C 

2A 

51 

SC 

E3 

3A 

6A 

SC 


D8 

FC1C 

1C 

DF 

0ft 

00 

FE 

0D 

28 

7D 


B1 

FCEC 

F3 

2A 

84 

sc 

E3 

2A 

88 

5C 


F2 

FC24 

FE 

3A 

28 

EB 

21 

61 

FC 

E3 


AE 

FCF4 

E3 

3E 

02 

CD 

01 

16 

3E 

16 


3D 

FC2C 

4F 

E7 

-9 

D6 

CE 

DA 

CA 

18 


0F 

FCFC 

D7 

3E 

15 

D7 

AF 

D ’ 

3E 

5B 


20 

FC34 

4F 

21 

48 

FD 

09 

4E 

09 

18 


2D 

FD04 

D7 

ED 

4B 

43 

sc 

CD 

IB 

1A 


B2 

FC3C 

03 

2A 

74 

5C 

78 

23 

22 

74 


34 

FD0C 

3E 

3A 

D 7 

ED 

4B 

4 7 

5C 

06 


30 

FC44 

SC 

01 

3D 

FC 

C 5 

4F 

FE 

20 


C8 

FD14 

00 

CD 

IB 

1A 

3E 

3D 

D7 

06 


7A 

FC4C 

30 

0C 

21 

01 

1C 

06 

00 

09 


89 

FD1C 

03 

3E 

2 0 

D7 

1 0 

FF 

El 

22 


48 

FC54 

4E 

09 

E3 

DF 

03 

C 9 

DF 

B9 


81 

FD24 

88 

5C 

El 

22 

84 

SC 

FI 

32 


EA 

FC3C 

C2 

8A 

1C 

E7 

C9 

CD 

34 

IF 


38 

FD2C 

6A 

5C 

El 

22 

31 

sc 

ED 

4B 


AE 

FC64 

38 

02 

CF 

14 

CD 

E3 

FC 

FD 


C8 

FD34 

B0 

5C 

CD 

3D 

IF 

C9 

Cl 

EF 


AE 

FC6C 

CB 

0A 

7E 

20 

67 

?A 

42 

SC 


A2 

FD3C 

02 

38 

EB 

CD 

E9 

34 

DA 

A1 


8A 

FC74 

CB 

7C 

28 

1 4 

21 

FE 

FF 

22 


C3 

FD44 

FC 

C3 

14 

FC 

B1 

CB 

BC 

BF 


C6 

FC7C 

43 

9C 

2A 

61 

5C 

21 

ED 

SB 


FB 

FD4C 

C4 

AF 

B4 

93 

91 

92 

95 

98 


0A 

FC84 

39 

SC 

IB 

3 A 

44 

SC 

18 

2F 


FI 

FD34 

98 

98 

98 

98 

98 

98 

7F 

81 


90 

FC8C 

CD 

6E 

19 

3A 

44 

SC 

28 

IS 


6B 

FD5C 

2E 

6 C 

6E 

70 

48 

94 

36 

3F 


E9 

FC94 

A7 

20 

3F 

47 

7E 

E 6 

C0 

78 


E9 

FD64 

41 

2B 

17 

IF 

37 

77 

44 

0F 


A3 

FC9C 

28 

0B 

CF 

FF 

C 1 

2A 

55 

5C 


9D 

FD6C 

59 

2B 

43 

2D 

51 

3A 

ft D 

42 


2E 

FCA4 

3E 

C0 

A6 

C0 

AF 

FE 

01 

CE 


E0 

FD74 

0D 

49 

19 

44 

15 

3D 

0 1 

3D 


63 

FCAC 

00 

36 

23 

3E 

ED 

53 

43 

5C 


B8 

FD7C 

02 

06 

00 

67 

IE 

06 

CB 

03 


63 

FCB4 

23 

5E 

23 

56 

EB 

19 

23 

22 


43 

FD84 

00 

00 

0ft 

00 

ED 

IE 

00 

EE 


FF 
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Listing 1 (cont) 


FD8C 

1C 

00 

23 

IF 

04 

3D 

06 

CC 


71 

FDD4 

82 

23 

00 

AC 

0E 

03 

C9 

IF 


4C 

FD94 

06 

05 

03 

1 D 

04 

00 

AB 

ID 


F7 

FDDC 

05 

F3 

1 7 

0 B 

0B 

0B 

0B 

08 


43 

FD9C 

03 

CD 

IF 

03 

89 

20 

05 

07 


A6 

FDE4 

00 

F 8 

03 

09 

05 

20 

23 

07 


33 

FDA4 

2C 

03 

00 

00 

00 

B7 

1 1 

03 


FC 

FDEC 

07 

0^ 

0 7 

0 7 

0 7 

08 

00 

7A 


AS 

FDAC 

A1 

1 E 

03 

F 9 

17 

08 

00 

8 0 


SC 

FDF4 

IE 

06 

00 

94 

22 

03 

4M 

IF 


3E 

FDB4 

IE 

03 

4F 

IE 

00 

5F 

IE 

03 


0E 

FDFC 

06 

2C 

0A 

00 

36 

17 

06 

00 


8F 

FDBC 

AC 

IE 

00 

6B 

00 

09 

00 

DC 


27 

FE04 

E3 

16 

0 A 

00 

93 

17 

0 A 

2C 


E3 

FDC4 

22 

06 

00 

3A 

IF 

03 

ED 

1 D 


90 

FE0C 

0A 

00 

93 

17 

0A 

00 

93 

17 


68 

FDCC 

05 

27 

IE 

03 

42 

IE 

09 

05 


BB 

FE14 

00 

93 

17 

- AA 












































































CW5LI5M 50rr\MA«e's GREAT RANGE & aualaDle at selected 
branches of *LA5KY5* BOOT5* VIRGIN GAMES CEMTRE 
(London) • SILICA SHOP (Mai Order and Retail • WILDINGS • LIOH 
HOUSE • JUST MICRO (Sheffield) • VISION TECMHOLOGY 
CEMTRE (Croydon) • G B MICROLAHD (Waterloo*?:' 
Southern Ireland: Contact G B Distributors. Tel: 944 894 


MCT 64 K RAM BOARD 
DESIGNED FOR USE WITH THE COMMODORE C16 
Easily fitted and without modification of the main 
PCB. 

The Ram Board will allow 60671 bytes free to Basic 
programming 

Fully compatible with S 1 

. 4.39.95 

including p&p and VAT 

a B ^^b Designed for use on the CBM 64 
Mk JB compatible with C16 Basic but with 

ivu. ■ p -in : " 
BASIC tlU.95 

including p&p and VAT 


I enclose my cheque/postal order/G>rocheque lor C 

I understand that a lull relund less post and packing will be made by MCT 
it I am not fully satisfied and provided the Ram board is returned within 10 
days m its original packing and in a working, new condition 


Micro Component Trading Company > 

Group House, Fishers Lane, Norwich, Norfolk 1 
England NR2 1ET Telephone (0603) 633005 \ 



PROFESSIONAL SERVICE 

PC’s 4 COMPATIBLES ex vat 

APRICOT PORTABLE 2S6K 1 x 720k Drive£149S 
APRICOT 256K 2 x 720 Dnves & Monitor £1S45 

APRICOT XI 2S6K 10MB & Monitor £2195 

COMPAQ 2 2x360k drives £1795 

COMPAQ PLUS 10MB £31*4 

IBM PC 256K 2x360k Mono £1665 

IBM PORTABLE 256k £1602 

IBM XT 256k Colour £3217 

IBM XT 256k Mono £2952 

MACINTOSH £1545 

OLIVETTI M24 2S6kB 2x360kB Drives £1680 

OLIVETTI M24 256KB 10MB £2810 

OLIVETTI M21 256KB 2x360KB Drives £1590 

OLIVETTI M21 256KB 2x720KB Drives £1810 


EXTERNAL HARD DISK DRIVES 

PLUS 5 20MB * SMB CARTRIDGE £2325 

PLUS 5 30MB v SMB CARTRIDGE £2045 

PLUS 5 40MB ♦ 5MB CARTRIDGE £3059 

IBM MEMORY BOARDS 

126k MEMORY EXPANSION £190 

256K MEMORY EXPANSION £249 


PC SOFTWARE 

CAXTON BRAINSTORM 
CAXTON CARDBOX 
DBASE II 
DBASE III 
DMS DELTA 
DMS * 

DR FORTRAN 77 
DR PASCAL 

DR ASSEMBLER Plus Tools 

FRAMEWORK 

FRIDAY 

KNOWLEOGEMAN 
LOTUS 1 2 3 
MICROSOFT WORO 
MULTIMATE V 3.2 
MULTIPLAN 

MULTIUSER ACCOUNTS per Module 

OPEN ACCESS 

PEACHTREE 

PEGASUS LEDGER MODULE 
PULSAR LEDGER MODULE 
SAGE ACCOUNTS 
SAPPHIRE DATAMASTER 
SYMPHONY 
Tk SOLVER 

VOLKSWRITER DELUXE 
WORDSTAR 


XT PC PRINTERS 

• ANADEX DP 6500 500cps 
i ORE 8850 3001pm 

• EPSON LQ 1500 200cps (NLO) 

> MANNESMANN MT180 160CPS (NLOl 

• MANNESMANN MT400 400cps (NLO) 
i NEC 2060 20 cps 

I NEC 3550 3Scps 
I NEC PINWRITER P2 <P) 
i NEC PINWRITER P3 <P) 
i OKI 84A (P) 200cps 
i OKI 2350P 350cps 
I OLIVETTI DY450 45cps |P) 

I PANASONIC KP1091 120cps ♦ NLO 
I QUME 1V56 RO 
i RICOH FLOWRITER 1600 8k 
I TOSHIBA TH2100H 192cps <P) 
i TREND 930 200cps NLO 80cps 


MAYFAIR 

MICROS 

BLENHEIM HOUSE POOMORE RC 
LONDON SW10 1AJ 

TEL: 01-871 2555 


NEXT DAY INSURED COURIER 0ELIVERY AVAILABLE 


20 
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Listing 


10 REHOPENl, 8 ,15,"S:MENU"lSAVE“MENU", 81 V 
ERIFY"MENU",8 

20 POKE5328e,01POKE53281,01 PRINT"!CLEAR] 
CWHITE3DISK MENU PROGRAM- 
30 TI*-“000000" 

40 GETG*iIFG*<>"G"ANDTI*<"000001“THEN40 
50 DIMD*(255 > 

60 SP*-“ 

70 0P£N15,8,15,"UI+" 

80 IFG*O"B"THEN170 

90 PRINT“GENERATING NEW MENU...” 

100 GOSUB420 

110 0PEN3,8,3,“0s MENU.DAT,S,W":GOSUB570 
120 PRINTE3,K—1 
130 FORI-1TOK-1 
140 PRINTE3,D* <I) 

150 NEXTI 
160 CL0SE3 

170 PRINT"[CLEAR3MENU OF PROGRAMS” 

180 PRINT"- 

190 0PEN3,8,3,"MENU.DAT,S,R":GOSUB570 
200 INPUTC3,K 
210 FORI-ITOK 
220 INPUT£3,D«<I> 

230 NEXTI 

240 CLOSES 

250 FORI-1TOK9TEP20 

260 JJ-H-19 

270 PRINT"[HOME31DOWN]"tFORJ“ITOJJ 
280 IFJ<“KTHENPRINTLEFT* <STR* <J)♦"l "♦D* 
<J>+SP0,39)*GOTO300 
290 PRINTSP* 

300 NEXTJ 

310 IFK>20THENPRINT“MORE... PRESS RETURN 
FOR NEXT SCREEN":GOTO330 
320 PRINT" 


CDOWN3[DOWN3CDOWN3CDOWN3CDOWN3CDOWN3CDOW 

N3CDOWN3[DOWN3[DOWN3[DOWN3tDOWN3CDOWN3tD 

OWN3[DOWN3[DOWN3[DOWN3[DOWN3[DOWN3RUN WH 

ICH ONE [RIGHT 3[RIGHT 3[RIGHT 30[LEFT 3[LEF 

T3[LEFT3"1N 

340 IFN<1THENNEXTI 

350 IFN<1 THEN250 

360 IFN>KTHEN330 

370 PRINT"[CLEAR3[DOWN3 tDOWN3 C DOWN][BLAC 
K3LOAD-CHR*(34)D*<N>CHR*<34>", 8 " 

380 PRINT"[DOWN][DOWN][DOWN][DOWN3PRINTC 
HR* (5) :RUN- 

390 POKE631,13:POKE632,13s POKE 198,2 
400 PRINT"[HOME]" 

410 END 

420 REM READ DIRECTORY 
430 K-l 
440 B*30 

450 OPEN 2,8,0,"*“ 

460 GET£2,A* :GET£2,A* :I*-"" 

470 IF ST< >0 GOTO 560 
480 FOR A-1TOB :GET£2,A* 

490 IF A*-"“ THEN A*-CHR*<0> 

500 I*-I*+A* >NEXT ll*-l*+" " 

510 IFB-30THENS50 

520 F0RI-6T027:IFMID*(I*,I,1><>CHR*<34)T 
HENNE XT:GOT0550 

530 F0RJ-I+1T027IIFMID*<I*,J,1X>CHR*(34 

)THEND*-D*+MID*< I*, J, DlNEXT 

540 IFMID* <1*,26,3)«"PRG"ORMI D* <I*,27,3) 

-"PRG"THEND*<K)-D*«K-K*1 

550 D*-"“:I*-”"iB-32lIFA*<>“S"GOTO470 

560 CLOSE 2:GOSUB570:RETURN 

570 INPUTfl5,EN,EM*,ET,ESiIFEN-0THENRETU 

RN 

580 PRINTER,EM*,ET,ESlEND 


UTPUT: COMMODORE 64 


a 

ON THE 

MENU 

A b*tlf organised system h 1 
what’s on the menu thanks to 
this routine from Zach Jones 
1 that sorts oat yoar dish programs! | 

W hen you have a disk full of all of 
those games from PCN, you may 
find that you get a bit fed up with 
typing load “space invaders”, s and 
run every time you want to run that 
particular program. 

The program listed here generates a 
menu of all of the Rt ’Nable programs on 
the disk (the right-hand side of the 
directory has the letters PRG) and 
displays these options on the screen 
ready for selection. The program is then 
loaded and run. 

How it works 

First, the program pauses for one second, 
waiting for you to hit the letter G. Then it 
reads the current disk directory and 


generates a sequential file called 
MENU.DAT on the disk. This file 
contains all the names of files with the 
file type “PRG”. 

When a nosmal execution of the 
program is made, ie the G key is not 
pressed, the program simply reads the 
file MENU.DAT and displays those 
options on the screen. A selection is 
made, and the program is loaded and 
run. 

Using the program 

Whenever you put a new program onto 


the disk that you wish to be available 
from the menu, run the menu program 
and use the G option to generate the new 
menu. The new program can now be 
loaded from the menu without any 
further difficulty. 

It may be that the programs on the 
disk are larger than the Menu program. 
Wherever the END statement is in these 
programs, simply replace it with a 
load“menu”,s. Then, when you leave 
these programs, control will be passed 
back to the Menu program automati¬ 
cally. FI 
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UTPUT: ATARI 


DISENTANGLED 


DISKS 


hit yotir disks in outer 


for the Atari. Called 


DtskfUe Manager, it’s by D A Dodson 
and it includes a safety check 


as well as a search facility. 


D iskfile Manager for the Atari is 
designed to be used as a disk file 
database. It automatically reads 
the directory of a disk and creates a file of 
it on a 'database' disk. It works for all 
standard DOS directories, and for non¬ 


standard directories it incorporates a 
manual alternative which allows the 
user to type in titles of up to 11 
characters. It should make Atari disk 
handling significantly easier for you. 

When the directory has been input, 
either automatically or manually, a 
prompt for a disk number appears. The 
user then types the number correspond¬ 
ing to the number of the disk from which 
the directory has been taken, and is then 
prompted to insert the master disk, 
which will hold the records. 

Failure to install the correct disk 
won’t result in your source disk being 
overwritten, as the program first checks 
to see if a failsafe record is present, and 
re-prompts you if it is not. 

The program includes a search facility 
which allows you to input one or more of 


the first characters of a known record. 
You then tell the computer which disk 
file to start the search from, and it will 
flag each title heading with those start¬ 
ing characters. A utilities option allow¬ 
ing you to perform most of the available 
DOS functions from Basic, le Delete, 
Lock, Unlock, Rename and Format, is 
also included. 

The listing of the program includes 
some control characters which should be 
typed as follows: 

Line 270 1 Press (Esc) hold (shiftI and 
press I Clear | 

Line 330 * Press |Esc] twice, press 
I Esc I hold [Ctrl | and press | i ] 

Line440 Q Pre8s|Esc]hold[Ctrl|and 
press|2] 

Line 1080Q Press |Escl hold ICtrll and 
press HI F! 


Listing 


IS Clr :Con File* (14), *5 (11), leaps (IMS) .m 
20 open U7,4,0,"K:":Poke 710,0:Poke 752,1 
It Gosub 1(70: Rfn ******i* ib o****# 


► SC 701 ,Ren$(25):File$:"0:6I5KFILE.“ 


(C) 


100 ?:?:?“ 

110 ? 'U »>t* subfiles.":? 

120 ? Mute OUbfilos.":? 

110 ? 'fl View Subfiles."*? 

140 ? 'ft lisb Utilities.“1? 

150 * '13 Suit." 

100 ? i* s? :? "input selection_ 

170 Get U2,K:K:K-40:If 1(1 Or K>7 Then 170 

100 Gosub 1070:On K tosub 950,200.600,670,1120,1510 

190 Goto 10 

200 ten ***R(0P*** 

210 ? '1! batonstic read":? :? 'fi Manual input" 

22t For 1:1 ?o 10:? :Uext T 

210 Get U2,K:K:K-4«:If K>2 Or K<1 then 10 

240 Gosub 1070:If K:2 Then 120 

250 ? "Place disk in 4rive and hit jJiPtT? ':Gosub 1090:Fobe 14.It:Poke 05,10 

260 TenpS:" ":0aueJ:TenpS:Input ftS:tosub 1070 

270 Close 11:Open «l,6,0,"0:u.u*':» "6 !)(]«— ——? > 

200 Trap 190: For J:1 To 60:Input Ul.Ranrl 

290 TenpS CLenlTenpSm, (Len(TenpS) «ten(UaneS)) *1) :HaneS 

iso Tenp$(Len(TenpS) ti.LenCTenpSMl):"*" 

110 ? UaneS;" «;:Hext J 

120 ? "Please type filenaaes pressiny liOl'LL*': ? "after each entry.Press l :lO«n:C: twice":? "to exit.. 

110 TenpS:" ":? 'HI Letters nax....!";:Gosub 1090:? :? :? :? :? :» :Poke 04,7:? “ It.*4" 

140 Input 6$:If 0$="" Then Goto 190 

150 UaneS":Uane$(l,191:0* 

160 Tenp$(len(Tenp$m, (Len(Tenp$)tLen(Sane$n*l>:Hane$ 

I7t Tenp$(Len(TenpS)tl.LenlTenpi)tl):"*" 

100 Goto 140 

190 ? :? :? “-« 

400 ? :? "Replace B 1 disk.Then ":? 

410 ? “allocate a nunber to this IKUIfT" 

420 Trap 10:Input 0:File$(12):5tr$(6> 

410 Trap 4S0:Close Ml:Open Ul,6,0,"0:LOCK" 

440 close ai:? :? H Goto 190 

450 Trap SS0:Close tti:open ai,a,0,File$:Poke 712,17a 

460 Close U1:Open «i,y,o,file$:Pohe 752,0_ 
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Listing (cont) 


47* ? "A Hritir** IIMUJi :? 

<11 Far J=1 To Len(leupS):MX*l 
490 * If Teup$CJ.J)="»" Then 520 
sot Hanelat.KMTenpSCJ.J):? Tenp«(J,J); 

510 For Ml To 2:Sound 0,10,12,12:*ext B:Sound 0,0,i,0:Next J 
S20 Trip sio:’ *i,«anrS:*aneM" ”:M1:J=J?1:» j" ";:Coto soo 
sio P0kt 712,0:Poke 7S2.1:? :? :? " 1HM1E l*-ittent”:M8 

S40 Close bi:X to **,>1,0,0,Filo>: Close oi:Beturn 

SSO Close B1: Cosub 1070:? u I HI 4 111 •;*;■• In use'“:tosub 1090: For Ml To 100:Hext T 

soo cosub 1070:? "Tope CTJ to delete.3I1IQI to re-select":Cosub 1090:Poke 04,12 

570, Set 02,K:If MAscC-Y") Then Cosub 1070:? "Relating BMW ";R:Gosub 1090:Coto 590 

SOO Close 01:Cosub 1070:Poke 04,l0:Ceto 410 

S90 MiO 16,Hl,0,0,File$:Xio 33,Kl,0,*,File$:CotO 450 

400 Ren whwrELETE FILESnnnne 

410 ? "Type nunber to delete/<n31!Q2 to exit.":Cosub 1090:Poke 04,12 
420 Trnp JO:Input R:File$(12M5tr$(R> 

430 cosub 1070:? "Relating 35ESIT< ";0:Cosub 1090 

440 Trap 440:XiO 16,*l,0,*.FileS:Peke 712,170:110 33,«1,0,0,File$ Poke 712,0 

650 Cosub 1070:’ "JR;" Related*.":Cosub 1090: For Ml To 200:*ext T:Coto 604 

660 Poke 712,0:? :Cosub 1070:? Oon-existant HIMHf :6os»b 1090: For Ml To 300:Rext T:Coto 600 
670 Ren whwviem FILES**** 

600 ? 'fl view all.":? :? 'A search files." 

690 For T=1 To l*:? :*ext T 
700 Cet R2,K:If R-155 Then Return 
710 MR-40:If K>2 Or Ml Then 700 

720 If M2 Then Cosub 1070:? "Input first letter/s to search fron.":Cosub l090:Poke #4,12: Input AS 
730 Cosub 1070:? "Type 4 BM1B nunber to start fron.“:Cosub l090:Poke 84,12 

740 Trap 30: Input 0: Cosub 1070:’ "Press OIUI to connence-" 

750 ? :? "Hold H4TO1 to stop." 

760 ? :? "Press to exit.":Cosub 1090 

770 If PeekC53279)-6 Then ? "A":Coto 000 

700 If Peek(53279)=3 Then Return 

790 coto 770 

soo Trap 000;File$(12MStr$CR):Ope* *1,4,0,File*:* " ";*:? 

010 Trap 870: For Ml To 50:Input Rl.TenpS 

020 If MI Then 900 

030 ? TenpSdl.lenOenpS));" "; 

840 If Peek(53279):S Then For Ml To 20:*ext T:Coto 040 
650 If Peek(51279):3 Then Return 
660 Next T:Stop 

870 R:R?l:Te«pM—:? :? :Clese Hl:Coto 800 

080 Close *l:? :? "*o IICTiWi ";Rtf.••:? :5=OU:If Peefc(Sl279Mi Then 10 

890 Cato 800 

900 Ren *****SEARCH****« 

910 *ane$=TenpS(ll,Len(TenpS)) 

920 For J=1 To Len(OaneS) 

910 , If Oane$(J, J)=AS(1,1) Then If *aneS(J,Lea(AS)f J-1MAS Then ? "ffiP':Teup*(ll,Len(Te*p$>) :Coto 040 
940 Next J:Goto 040 
950 Ren »**i*TR0nnn 

970 ? "in order to use this progran you nust have a disk on uhich you *111 save your Riskfiles.”:? 

960 ? "tou nay use the sane disk as the one containing this protean. 

990 ? "but it is advisable to use a lirfl.1 ildlUtlf diskette for naximin storage.” 

1000 ? :? -touch ever you choose nust contain a failsafe file!. This file prevents youuriting on the urong dish." 
1010 ? :? -To create this file place your firm IUJIHT disk in drive 1 and hit *Y'. Any other key aborts." 

1020 » i? -biskfiles can be allocated any nunber fron 0 to 999 so a record of the contents of opto looa "; 

1010 ? "disks can be stored'." 

1040 Close Biropen *l,4,0,«K:":Cet *l,K:If R(>Asc("Y") Then 30 

1050 Trap 1060:Close *l:0pen *1.8,0,"0:l0CK":Clo se »l:Xio 15,«l,0,0,"0:l*CR" 

1008 Close *1:Cosub 1070:? " BMBMBBB 1 1*?*: For Ml To 200:*ext TiCoto 10 

1070 Ren <hhh»SCREE* HOUF***** 

1080 For Ml To 10:Sound 0,50,10,12:*ext T:sound 0,0,0,0:Poke 04,0: For Ml To 24:? a 9':Hext T:Return 
1090 For Ml To 12:? :*ext T:Return 
1100 Ren mmoisk FIMCIIONS**** 

1110 Cosub 1070 

1130 ? 'A Fornat Risk.-:? 

1140 ? 'fl tenane rile.”:? 

1150 ? Lock File.”:? 

1100 ? *U unlock rue.-:? 

117* ? Oelete File.-:? 

1100 ? 10-ite Progran to Risk.":? 

1190 ? 'fj Rirectory.":? 

1200 ? Wain nenu."___ 
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AT LAST. 


The Zero 2 Robot has arrived. It s the 
first truly micro robotic system available 
and remarkably it costs less than £100. 


THE AFFORDABLE ROBOT. 


Con trolled electronically 
through a cable from your 
computer, it is equipped with 
wheels, pen. line follower and 
two tone horn. Itjvill connect 
easily with theSpectrum.BBCB, 
Acorn, Commodore 64 and all 
personal computers with 
a standard ‘D' type RS 232 
connector. 

The Zero 2 Robot will add a new 
dimension to your computer. It is 
capable of precision movement to 
accuracies of 1mm and can be fitted with 
bump and hole sensors. 

As a teaching aid it has endless 
apphcations and for P.C. users at home 
it’s just great fun. 


Please send me a free information pack, 
jr INTERGALACT1C ROBOTS LTD.. UNIT 208, HIGHBURY WORKSHOP, 
\ 22 HIGHBURY GROVE, LONDON NS. 





Name- 


Address- 


24 
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Jgfep: 

COMPUTING FOR LONDON. 


Software. Hardware. 
Peripherals and bits for all 
micros Free unbiased advice 
from the club stands Bring- 
and Buy Sale on the Saturday 
Plus Other Feet urea Robotics 
Conference. Network Features. 
Community Computing. 
Admission Adults C2 SO Under 
12*8 Cl .SO 

For stand information and 
availability contact Patricia 
Spilabury 01 303 8849 , 


The Personal Computer Show 
For Everyone 


ORIC 

SOFTWARE AND HARDWARE 

UNREPEATABLE OFFER 

10 titles R.R.P. £63.50 inc VAT. For the 
amazingly low price of £14.95 inc VAT. P&P 
£1.50. One Munch. Ratsplat, Ultima Zone. 
Superadvanced Breakout, Defence Force, 
Chess, Killburn Encounter, House of Death, 
Nowotnik Puzzle, Zodiak. 

Four colour printer plotter (suitable for any 
computer with Centronics interface) R.R.P. 
£149.95 inc VAT. Special offer £79.95 inc VAT. 
P&P £3.95. 

Joysticks R.R.P. £10 inc VAT Special offer £5 
inc VAT. P&P £1.00. 

Available from: 

OPEL LTD, 

Home Farm, 

Wentworth Drive, 

Virginia Water, 

Surrey GU25 4NY. 

Tel: (Wentworth) 2877 
Telex: 846 224 OPEL g. 
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software ltd. 


With the SUPER BOX 64 it is possible to 
connect up to three cartridges at once, ft makes 
frequent alternating between programs simple 
and reduces wear on the cartridge slot. 

The reset function allows you to cold start 
the computer without loosing the contents in 
RAM. 

The built-in, totally transparent (i.e. does not 
occupy tha computer’s memoly^lEEE interface, 
enables you to run one or twolEEE unitswith 
any chosen program. For example, a letSW^pa 
printer with word processng or Calc Result, or in 
laboratories using tasting equipment of IEEE 488 
standard. SUPER BOX 64 also enables you to 
^create a multi-.user system of up to four CBM 64s. 
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Listing (cont) 


1210 » :» :» "Input sHettion.•• 

1220 Te*p*="":Tf«pS(l.l>=* , S:" 

12M CIOS* B1:Oprn «1,4, 

1244 Set ai,K:K=*-4S:lf *<1 Or K>0 Then 1240 

125# Close Bl:60SUb 1070:0n f Soto 1260,1310,1150,1170,1190,1410,1450,40 

1260 » "Riser disk to fornst in drive l and kit 33EEEV': tosub i*9*:Fokt 84,10:Poke 05,15 

1270 input oSrtosub 1070:* “Oish will be erased oh' cy/n),":6osub i090:Poke 04,10:Poke 05.14 

1200 input 6$:lf OlOT' Then Coto 1100 

1290 cosub 107#:* "r omitting.":Cosub 1090 

1100 KiO 254.B1 , 0 , 0 . Cosub 107#:* "Oone.":Cosub 1090: For T=1 lo 10#:0ext T Coto 1100 

‘111# ’ "Plate disk in drive 1 and hit !:I4W:P ':Cosub 1090:Poke 04,10:Poke 05,18 
112# input OS:Open #1,4,0,"0:005.SY5":Close Bl 
111# * "Please type oldnane.newiane.":Cosub l#90:Poke 04,12 

1140 Trap 1520:Input Oen$:Te«pSII,lHen(Ren$>)=Ren$:Cosub 1070:? "Renaniny.":Cosub iB?8:Hi-I2.Coto 1440 

1150 ’ "Input the nane of the file to loch":Cosub l#90:Poke 04,12 
1160 Trap 1520:Input ReoS:Tenp$Cl,IHen(Ren$>>=Ren*:«i=IS:6oto 1440 
1170 * "Input the nane of the file to unlo(k“:Cosub l090:Poke 04,12 
1100 Trap 1520:Input RenS:TeHpS(l,ltLen(Ren$llUen$:Xi=36:Coto 1440 
1190 * "Input the nane of the file to delete":Cosub l#90:Poke 84,12 
1400 Trap 1520:Input Ren$:TeNp$(l,ltLen(Ren$)!rRen$:Mi=l!:6oto 1440 

1410 Trap 1410:* "Saving progran to disk.":Cosub 1090:5ave "StFIim" 

1420 cosub 107#:* "Oone.":Cosub 1090: For t=l To 100:Beit T:Coto 1100 

1410 Cosub 1070:* 'QCan not save to disk.":Cosub 1090: For 1=1 To iOO:Coto 1100 

1440 Trap 1520:Mio Ri,Bl,0,0,TrnpS:Cosub 1070:* “Oone.":Cosub 1090: For 1=1 To 100:Hext T:Coto 110# 

1450 Ren o**01 RFC TORY WO** 

1460 * "insert Risk to read.Hit 3010:1: -■:Cosub l090:Poke 84,lO:Poke 05,10 

1470 input 0$:Cosub 1070 

1400 Close Kl:*’■« lUSZlUr ’ :0pen Bl,6,0,"0:*.*" 

1490 Trap 1500: For J=1 To S#:Input Bi.BaneJ:* HaneS;" ";:Bext J 

1500 * I* It “-“It 

1510 Close Ml:* 'Hit ;30ffl:i:i for nenu."jiInput *$:Coto no# 

1520 cosub 1070:* "C nanraBB 1 ;Gesub 1090: For T=1 To lOO:Hext T:Coto 1100 

1510 Mew _ 


WORD PROCESSOR 
cum LETTER WRITER 
FOR Commodore 64 


FULLSCREEN EDITING 


* Upper and lower case 

* Insert and deist* characters 

* Add. move, delete lines 

• Search and change strings 

* Centreing facility 
•Tsb facility 

• Screen 24 lines by 40 columns 

• Text up to 99 lines by 80 columns 

• View + edit sny 24 Unas by 40 
column* 


• Near machine code speed 

• Or view odit any 12 lines by 80 
columns 

• Save text to tap* or disc 

• Print to Commodore or RS232 log 
Epson) 

• Your own name and sddros* coded 
in the program for your letter 
headings 

• Despatch by return whenever 


A: Tape (with your address).£9.85 

B: Tape (without your address)--—--£8.85 

C: Disc (with address facility).£14.50 


Other Countries: Sterling or local currency at current exchange rate* 


To Cotswold Software 

8 Monks Park, Milbourne, Malmesbury, Wilts 
SN16 9JF 

Please send me A/B/C (delete as necessary). 

I enclose cheque, money order etc 

(payable to Cotswold Software) for £- 

or: Please send me further details without obligation. 

Noma___—- 


Postcode_ 


MAH. ORDER ONLY 


PCN C 215 22 3 


•hobbfikwA. 

Printed Circuit Hardware 
& Component Catalogue 


ssassSsssr 

CONNECTORS/CASES/ GENERAL 

Snofcomponemts 

IqUCATIONAL COMPUTING 

electronics kits 


Send for your free catalogue lo: 

■ KELAN ENGINEERING LTD. 

Circuit Products & Components Division 
27-29 Lead hall Lane, Harrogate 
North Yorkshire HG2 9NJ 

ueii. lacTsoMcsctxswn Tel: (0423) 870938 


NAME 

ADDRESS 


I 

Vs. 
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TOWER ABOVE 
THE REST 

A M|, B t u rhhn adv—turo kept Bob Cluppotl glued to hit co mpu te r. | 



One of the great things about 
adventures is that they let you 
escape for an hour or two from 
the worries and monotonies of 
everyday life. One minute 
you’re plain and simple Fred 
Bloggs of Mafeking Terrace, 
doing nothing more exciting 
than crazy paving your window 
box or cleaning out a blocked 
drain. The next minute you 
could be Zon, uncrowned King 
of the Silver Mountains, single- 
handedly bashing up a band of 
Ores with a rusty dagger and an 
unlit oil lamp. 

The greater the attention to 
detail and atmosphere, the 
easier it is to absorb yourself in 
the fantasy. A good example is 
Tou>er Of Despair (£7.95, Spec¬ 
trum), a superb new text adven- 
true from Games Workshop. It 
positively overpowered me 
with its lovingly created atmos¬ 
phere and carefully detailed 
prose. 

There I was, a jaded, blood¬ 
shot-eyed reviewer with not so 
much as an Esquire after my 
name. But with one bound (to 
the keyboard) I became Warrior 
Mage of Castle Argent, Warden 
of the Eastern Marches of 
Aelandor, Keeper of the Silver 
Gauntlet. WielderofFIamebolt 
the Staff of Lightning Bolts, son 
of Thorvald the hero. 

Thorvald, my pater, had been 
killed by the evil sorcery of 
Malnor, the Screaming Sha¬ 
dow, but not before Pop had 
sealed Malnor in Limbo. 
Wouldn’t you just know it — 
Malnor has somehow danced 
out of Limbo (sorry) and is once 
again plotting dark deeds from 
his lair in the Tower of Despair. 
You must reunite the Silver 
Gauntlet with the Gold Gaunt¬ 
let that lies in the Eastern 
Wilderness — only then will 
you be strong enough to toddle 
along to theTowerand marmal- 
ise Malnor. 

Tower illuminations 

Although this is supposed to 
be a Quill-based adventure, 
you’d have a hard time recog¬ 
nising it as such. For example, 
the redefined character set has 
been beautifully designed, with 
some capital letters decorated 
like those in old illuminated 
manuscripts. A small shield 
appears as your non-flashing 
prompt. 


The descriptions are full and 
imaginative and the command 
analyser fast, flexible and com¬ 
prehensive. 

I began in the Inner Sanctum 
of Castle Argent. The accom¬ 
panying booklet provided maps 
of both the castle and Eastern 
Aelandor, as well as giving 
background information and 16 
black and white pictures of 
major scenes. Being lazy, the 
first thing I typed was help and 
was told 'I can't help you this 
side of the river. Sorry.’ Well, 
that's better than the usual 
'You're on your own here.' 

Although the instructions 
say that look will repeat the 
location description. you 
actually ha ve to say look room, 
while look object-name often 
reveals further information ab¬ 
out an item — a repeat look at 
the Inner Sanctum revealed 
.something not previously ex¬ 
posed. 

Rune juice 

Even though I hadn't seen one, 1 
tried get rope only to be told 
Tind it then!’ Games Work¬ 
shop is obviously on its toes. I 
did find a blue dagger though, 


and look dagger revealed 
'The dagger is perfectly ba¬ 
lanced and intricately deco¬ 
rated, and is inscribed with Old 
High Runes reading "Stealth 
Conquers Fate’” — juicy stuff, 
eh? 

You are not told what exits 
there are from a location so 
experimentation is the order 
of the day. Upstairs I found the 
main bedroom: 'You are in the 
main bedroom which is a verit¬ 
able mess as you did not sleep 
well. One of the servants is in 
here, cleaning up'. Aha! 
Methinks I'll say hello to this 
fellow. 'You can't, I’m afraid: 
Donnchadh your valet is a 
deaf-mute.’ Foiled! — or was I? 
There's more cunning to this 
program than meets the eye. 

Elsewhere I discovered a 
strange-looking globe. Being 
an inquisitive cove, I just had to 
take a closer look at it and. 
shades of Tolkien's Silmaril- 
lion, was met with: 'You place 
your hand upon the orb and 
sense the Council’s message, 
still resonating within .... but 
wait! It is gone. Malevolence 
rushes through you, deepening 
as the sphere blackens through¬ 


out. Eyes, redly glowing like 
dying coals, glare balefully at 
you. Malnor is 'listening'! A 
hideous ululating scream rends 
the air and ...’ — and that's all 
I’m prepared to divulge. 

Tower Of Despair should 
appeal to all adventurers. The 
plot is strong, the atmosphere 
thick, the puzzles punishing. 
The adventure is big, so big it’s 
in two parts, one to each side of 
the cassette. One of the most 
absorbing adventures around 
and excellent value for money. 

Dungeon aid 

PoorConn IggaldenofRuislipis 
bogged down at the start of 
Phipps Knight Quest. I have 
some sympathy — it’s a great 
adventure but a tough one. Try 
this: 

1 DROW SWAR DT8U MOUY THGI 
FUOY EROF EB 

2 RAR I.EETS HTIW GNITARG NKPO 
ESIRP DNA SEVAEL EVOM TREROF 
Ml 

For those newly awake in the 
coffin in Level 9’s Snowball: 

1 NRUT NIBN OTTU B3H8 UP:N :TUO 

:rev elms up 

2 tuo: rood nepo :tia w:n: yrau 
trom otpij :nif foco tnop u:s 
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SSSH! 


Crazy clearance prices 
~ on limited stock of ex-demo, 
display, trade-in and secondhand 
bargains PLUS fantastic reductions 
on other computers and peripherals. 
So. don't delay, call today for a 
spectacular saving. Remember. 

^ some of these incredible 
offers are “one-offs"! 


| ACORN AND BBC | 


COMMODORE VIC 20 


3 slot motherboard 
3K Ram peck 

8K Ram peck. 

32K Ram peck. 

Stonechip Programmers Aid Cart.. 

Supersave data recorder. 

Standard recorder interface 


COMMODORE CBM64 

ITT? 


OTHER COMPUTERS 


MONITORS/TELEVISIONS 


MISCELLANEOUS 


E14.98 PC 128K Dual Drive +Mono screen + Qpi00 ^ ^ 

£12.95 Qume daisywheel printer + centronics. £149.95 

£17.95 software £2350 - VAT Seikosha GP100AS Dot Matrix 

£24.95 CGL CMS computer -f- recorder. £59.95 rriuir^ rio ox 

£14.95 Atari 600XL -f- recorder £79.95 ^ 3 Ts^i CaX mSs 82 Hill 

£29.95 Atari 800XL + 1050 Disk Drive £245.00 Brother HR15 Daisywheel 

£5.00 Goldstar MSX +■ recorder £189.95 centronics £349.95 


Serial Card for Microline 82 £29.95 

’ HR15 Daisywheel 

lies. £349.95 


m 

0 

SB 

|(of London Bridge) 


e HOW TO FIND IIS ♦ 


MAILORDER 


If you cannot call 
in Please use our | 

Mall order madeEasy! order and pay the 
Transcash Way at one of our 20.000 Mail order 
branches! Your local Post office It's an ideal 
method if you do not have a Bank A/C or Credit 
card. No Stamps, letters or envelopes Just go 
to your Local Post office and ask to Pay by 
Transcash. Quote our Transcash No. 505 
9577 and put your requirements in the 
Message area of the Transcash Form, We and 
the Post Office do the rest. 

PIMM add Kt* following amount of C3.00 lo 
Postage y»» ordar f 01 poatag# and Iran vi Inauranca 
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PROJECT 2 

In Mw mcwmI of PCN'i ww Ww ttMu h writ K—h I 

Car roch sh ows you how to provide the BBC Micro with a better 
speaker a nd a fe w other improvements as well. 


T he quality of sound from the BBC 

Micro has much room for improve- I 

ment. For instance, the internal I 

speakeristoosmall.Gettingaroundthis =1 

drawback is pretty straightforward; as I £5* 

the micro’s speaker plugs into the main *—TC 

circuit board at PLl 5, a replacement can 
also be plugged in at this point, {is long as 
it matches the 8ohm impedance. 

While we're at it, a few other features 
can also be added: a plug-in system that 
means no modifications to the BBC 

itself; and a socket arrangement that ._ 

allows the internal speaker to be avail- OOOOOOO 

able when the external one is absent. n n n n n n n 

The first step is to take the Vero board ~ ~ ^ o ^ 

and solder the Minicon socket onto it. I O O O ~ 

Next, cut the two metres of cable into 1 • O O 

three pieces 40cm, 20cm, and 140cm -Hi O 

long. Two of the Minicon terminals ^'QJ^OOOO O 

should be clamped and then soldered to X^oo O O O O O 

each of the at one end of the Soldar 'jf^, OOOOOOO 

medium sized cable after baring and o o n n n 

tinning it. The other end of this wire is ^ ~ ~ 

bared and soldered onto the Win jack 

Of the two pairs of connectors on this **** iUfnm for m “*•“ 

socket, the pair with the spring levers work is now over, 
should be attached to this wire. The On the right-hand side c 
other pair is attached to the two wires the micro are two holes: 


W Jack Socket anaches 
- to BBC in Reset Switch 
Hole at rear 


1_Minicon Plug 

1] goes to PLl 5 


•^Minicon Socket: 
the internal speaker 
plugs in here 


work is now over. I case next to the power supply with 

On the right-hand side of the back of double-sided tape. Push the internal 


other pair is attached to the two wires the micro are two holes: one for the speaker plug onto the Minicon socket, 
at the end ofthe smallest length of cable. Econet connection, the other for a reset reassemble the micro and turn it on. If 
The other end of this cable is attached to switch. The Vim jack socket should be you don’t hear the boot-up beep, turn 
the Vero board in holes adjacent to the placed in the reset switch hole. Many everything off and check the connec- 
Minicon socket, on the same strips. laterversionsoftheBBCMicrohavethis tions. If all is well, plug the external 

The largest length of cable is attached hole covered by the thin black plastic on speaker into the socket at the back and 
at one end to the speaker, and at the theback ofthe machine. Just useasmall hit CTRL+G. Again, you should hear a 
other end to the Win jack plug. The best sharp knife to reveal the hole. beep, but much better than before, 

way of doing this is to place the plug in a nn Kaan W y° u want to alter the volume, the 

vice before you attempt to solder it, or DOOI-Up Deep small preset potentiometer next to PL 15 

you may singe your fingers. All the hard Stick the Vero board to the inside of the can be adjusted with a small screwdriv- 

-- er. It’s pretty easy to remove the 

TL« keyboard to do this. A further way to 

n Wr improvethesoundistobuildaboxforthe 

!njr°i Fil l - I 


Minicon latch Pi 
2-way 


Moulded mono Win 
jack socket 
Win jack plug mono 
Zip connecting cable 2 
metres 

1 piece of Vero board 
63 x 25mm 



Cm* 

17p 

Map«n 

No. 

RK65V 

9p 

HB59P 

12p 

24p 

YW25C 

HF90X 

24 p 

28p 

HF85G 

XR39N 

32p 

FL06G 

£2.95 

YJ16S 








Memory to your QL 



Simplex 
f&B Data 

Wr Limited 

432 Greenford Road, Greenford. Middlesex UB6 8SG W 01-575 7531 


’/« MEGABYTE MORE. This new memory Expansion Board from Simplex 
Data Ltd. gives your existing QL a further 256k worth of extra memory 
EVEN MORE EXPANSION. In addition to the ever popular Vi Megabyte 
board, you now have the unique opportunity to purchase a Vi Megabyte 
Memory Expansion board-512kl Even more memory for your QL 
DESIGNED FOR THE SINCLAIR QL. Most users of the QL will realise the 
limitations of a 128k system. Simplex Data have not only expanded the 
memory potential, but have given you. the user, a wider field of 
operation. 

EASY TO USE. Simply remove the port cover located at the end of the QL 
keyboard and slot in your NEW Simplex Memory Expansion board-lt's as 
simple as that! 

COMPACT SIZE. There's nothing like it on the market. Measuring 
approximately 97mm x 77mm, this little board is a major advance in Micro 
technology. 

HOW IS IT DONE? Utilising the latest 
256k x 1 bit Dynamic RAM'S. 


To SIMPLEX DATA UMTTED. FREE POST 432 GREENFORD RD 
GREENFORD. MIDDLESEX UB6 8SG 

Pleas* send me _iCXyl Memory Expansion Boards at 

£.19800 line VAT. Post and PackingJ 

I enclose Cheque/Postal Order tor E - 

Name___ 

Address._ 


Inc. VAT, postage and packing 
1 year warranty included. Please 
allow 28 days for delivery. 


Payment by ACCESS or BARCLAYCARD phone 01-575 7531 




























Memo tech FDX 

A complete system for less than £1500a™ vat) 


It is always a difficult task to determine what makes one 
computer better than another, simply because different machines 
are designed to fulfil different functions. 

On the other hand, a prospective user can probably define a 
few brood areas and compare machines on these catena alone. 
The main features required from any computer system by any 
company must surely include its speed of operation, quality of 
construction, ease of expandability and, of course, its price 
At Memotech we believe the vanous disc systems that we 
design and manufacture in Britain compare very favourably with 
any similarly paced machines currently available 

Taking price first, it is difficult to find a computer system which 
offers better value than the Memotech FDX Twin Disc. 

Included in the £1490.00 (inc VAT)price tag are the 
MTX512 64K RAM computer, the twin RS232 communications 
board, the FDX disc drive unit with two double-sided double¬ 
density drives and colour and monochrome outputs, a high quality 
monochrome monitor and the Memotech DMX80 pnnter 

But that's not all, since each machine has “bundled" with it 
several powerful software packages - including CP/M 2.2 the 
industry standard operating system NewStar Software s 
NewWord Word Processing Package one of the newest 
and most sophisticated word processors currently available, has a 
mailmerge facility built into it, so that producing mail shots lor any 
form of mass mailing) to customers is something the machine takes 
care of on its own - the mailmerge package can even make 
decisions on which letter to send to which customer. NewWord s 
“what you see is what you get" feature makes laying out of text 
simplicity itself 

Also included is SuperCalc by Sorcim Inc., a powerful 
"spreadsheet analysis"package that allows complex calculations 
and unlimited adjustments to be made to financial and other data - 
at the press of a key. "What if" questions about the future direction 
of a business become simple to answer and absolutely accurate 



CONTACT is a communications package which not only 
allows the Memotech computers to communicate with each oth 
but also with any mainframe, giving the user access to database 
information which is closed to other machines 

OVERLAY8 configures the Memotech FDX to accept a 
standard Televideo format disc, opening up the wealth of existing 
business software running under CP/M. 

Memotech Disc BASIC has all the powerful Graphic and 
"window" commands which are in standard Memotech BASIC 
COM PA T which is available separately from Memotech, 
allows the FDX system to read data files in over 50 different formats 
- including IBM PC. 

Many different disc system configurations are offered as "off 
the shelf" packages, for example 

FDX Twin 5.25 Floppy Drives 

This configuration, mentioned above, provides two 500K 
Qume drives, and two additional boards, which are the 80 column 
screen board, and Floppy drive controller board, allowing each of 
the Qume drives to be configured, through CP/M 2.2, as any of 
thirteen CP/M types. 

FDX Single 5.25 Floppy plus 256K Silicon Disc 

The Memotech Silicon Disc offers unparalleled speed and 
convenience of data access. Because of this, files can be copied 
into the Silicon Disc, manipulated at high speed, and then rec opted 
back onto floppies. Find and replace commands, used within MTX 
NewWord for example, ore virtually instantaneous. Also provided 
is Sispool, a Silicon Disc print Spooler, which allows files on the 
Silicon Disc to be printed out in background", so that the computer 
can pnnt a high quality copy of a finished file to a daisy wheel 
pnnter, and at the same time print a different file to o draft quality 
pnnter 

FDX Single 5.25 Hard Disc plus 
Single 1Mb 5.25 Floppy 

This configuration, designated the Memotech HDX. offers mass 
storage facilities of either 10 or 20 Megabytes The HDX Hard Disc 
System runs at a processor speed of 8 Megahertz, and is 
consequently much faster than other commonly available systems. 

Memotech DMX80 Printer 

The DMX80 provides an ideal means of producing hard copy 
from any of the MTX Series computers. It prints at a speed of 
80 characters per second, has fully programmable hi res graphics 
capabilities, seven character sets and tractor/faction feed 

For further information, please contact: 

MEMOTECH 

MEMOTECH LIMITED STATION LANE INDUSTRIAL ESTATE 
WITNEY OXONOX86BX 

TELEPHONE: (0993) 2977 TELEX: 83372MEMTEC G 
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t ARDWARE PRO-TEST: WRIST TERMINAL 


WATCH 

THIS 


Seiko hat squotzod a micro 


into a wrist-borne terminal 


that hooks up with your computer. 

1 Kim Cocrocfc chras It a w—rtf's tost 

I n this age of ever smaller, ever more 
powerful microelectronics, Seiko has 
come up with what might be the final 
reduction — in size that is. The RC-1000 
wrist terminal is a watch-like device 
that can be hooked up to a computer via 
an RS232 and have information down¬ 
loaded to it 

Once in, that information can be used 
in a number of ways; to set up timed 
alarm signals, memos and world time 
zones for example. The terminal comes 
with software to run on your micro if you 
have a Commodore 64, BBC, Spectrum, 
Apple, Tandy Model 100, IBM PC or 
PX-8. 

First impressions 

The RC-1000 looks like any of the 
standard wrist watches available from 
the shops. The display consists of two 
rows of 12 characters which normally 
show the time, date, day, am/pm and 
alarm on/off. So far it’s just a pretty 
sophisticated watch, apart from six 
buttons on the front labelled time, lock, 
alarm, select, terminal, and set. 

At the bottom of the box the RC-1000 
comes in are two packages, one of which 
contains the interface lead, the other a 
disk and instruction manual. The re¬ 
view model had an interface and soft¬ 
ware for the Commodore 64. The soft¬ 
ware is also available on cassette for 
several machines and this costs about 
£10 less. 

The whole system strikes me as one of 
those zany Japanese ideas like the tape 
recorder with three decks, a record 
player, television, video, musical 
keyboard, drum synthesiser, etc all built 
into one machine. That said, it could be 
pretty useful. 

In use 

Getting the software started on the 64 
was fairly straightforward. When the 
disk had loaded I was confronted with a 
fully menu driven program that enabled 
me to set up alarms, memos, and world 
time zones. 

Using the software was unusual 
rather than difficult. The menus were 
taken a little too far and I felt like I was 
controlling a watch where the number of 
keys was limited, not a computer with a 
full keyboard. 

Perhaps this is just a personal prefer¬ 


ence but I think there is room for 
improvement. 

After downloading a few dates and 
phone numbers, I started wearing the 
watch full time. The comments it drew 
ranged from ’gauche’, this was from a 
Yuppie whom I ignored, to’neat’, from a 
gadget freak friend of mine. The general 
consensus of opinion was that no one 
could think of a use for it. 

As a person who can’t be bothered 
keeping a diary, I found it quite useful. 
Setting alarms for appointments, get¬ 
ting me out ofbed and telling me when to 
finish work <1 can’t be the only one who 
forgets all these things) worked quite 
well. 

Up to 80 2 x 12 character screens can 
be held in the watch at any one time, and 
the software provides a complete filing 
system allowing a database to be set up 
and then modified as necessary. The idea 
seems to be that once you have your basic 
alarms, phone numbers and messages 
set up, all you will need to do is alter the 
more ephemeral ones once a week or so. 
It’s as simple as that. 

Downloading the information to the 
watch entails removing it from your 
wrist, attaching the clip to an RS232 
interface and putting the watch into 
receive mode. Selecting download from 
the menu loads up the watch/terminal. 
Depending on how much information 
you are transferring this can take 
anywhere from 10 to 20 secs. 

Once the data is instal led in the watch, 
it can be examined with the Terminal 
and Select/Step buttons on the front of 
the watch. Terminal steps through the 
various headings, the other two step 
through the information under the 
headings. 

When any of the alarms go off, the 
message that goes with it is displayed on 
the watch face. Pressing any key stops 
the alarm and returns the watch to time 
mode. The alarm tone is a high pitched 
beep-beep-beep which just about pene¬ 
trates the consciousness in the morning 


Documentation 

Two small manuals come with the 
RC-1000. The first tells you how to 
operate the watch and access all of the 
fiinctions and displays. It is much the 
same as any other watch manual. The 
second covers using the software. Most of 
this seems to apply to Apple software, 
but there is a table giving the commands 
for other computers. 

At the back of this booklet is a fold-out 
map of the world giving all of the time 
zones and the major cities in them. 

What I expected to find, but couldn't, 
was any information on how the RS232 
interface is controlled, and what pro¬ 
tocols are needed to set up a system. This 
is a sad omission. 

Verdict 

The RC-1000 may appear to be a little 
Micky Mouse, but Seiko isn’t aiming the 
wrist terminal at just the home market. 
There is software for the IBM PC, PX-8 
and Tandy Model 100, so obviously the 
idea is to sell it to the professional 
market. Indeed, it is probably of more 
use to the high flying business executive 
who has to be in several places at once 
than most other people. At £119 it is 
about the same price as many of the 
other up-market watches, so the addi¬ 
tional features and software are quite 
reasonable. As a novelty, it’s good, as a 
useful tool for the gadget-loving 
businessman, it could become indispens¬ 
able. FI 


REPORT CARD: 1 TO 5 


Naaw Seiko Wrist Terminal Wee £109 
( approx) cassette, £ 119 disk (Mists H igh 
street stores in about eight weeks. 


PCN APRILS 1986 





























6 4K User RAM 

and not a bit less .. . 

The M TX512 comes with 64K RAM, expandable to 512K. Add to this another 16K VideoRAM dedicated solely to handling the 
screen memory, and you've got 80K But how much user RAM is left when you're running high resolution graphics programs? 

Unlike other machines, the answer is still 64K, because the MTX512 uses the 16K VideoRAM plus a second processor - the Texas 
TMS9929A - to take care of screen graphics. The main processor used in the MTX512 is the Zilog Z80A which gives the MTX Senes 
CP M compatibility - CP/M was written around the Zilog Senes And the Z80A inside the 512 operates at 4MHz 

Expansion is no problem with the M TX Senes, because it is designed as an interlocking system - from the M TX512 up to the powerful 
Memotech Silicon Disc Systems. 


MEMOTECH MTX512MAJOR FEATURES 

STANDARD I/O PORTS 

0 Variable rate cassette port (up to 2400 baud) 
0 Two joystick ports using Atari configuration 
• Centronics-type parallel printer port 
0 ROM cartridge port 
0 Uncommitted parallel input/output port 
0 Internal ROM board port 
0 Hi-Fi output port 

0 4-channel sound through TV speaker 
0 PAL composite video colour Monitor port 



ROM EXPANSIONS 

0 MTX NewWord, a 32K word processing package 
0 Hisoft PASCAL, written specially for the M TX Senes 
THE KEYBOARD 

0 Full size, 79-key, full-stroke professional quality keyboard 
incorporating: 

0 Mam Block with typewriter-style layout 
0 A separate 12-key numeric/editor keypad 
0 Eight programmable function keys 116 with shift) 

GRAPHICS FACILITIES 


THE RS232 COMMUNICA TIONS BOARD 

(required for disc expansions) 

0 Two independent RS232 ports 

0 60- way Disc Dnve Bus supporting up to four 5.25 and/or 8 inch 
Poppy disc drives, Memotech Silicon Discs, and Hard Discs 

USER RAM 

0 Expandable to 512K in increments of64, 128, or 256K 

24K OF ROM which includes 

0 MTX BASIC 

0 Noddy, a simple, text handling language 

0 A powerful Assembler/Disassembler - sections of machine 
code can be created and run by calling the Assembler from 
within BASIC 

0 The sophisticated Front Panel, which displays the contents of all 
registers (including the F Pag register) and pointers dunng 
program execution 

0 All four languages can be used interactively with each other, 
and with the user 



HI RES GRAPHICS MODE 
0 256 «' 192 pixel resolution plus 

• 32 x 24 Text in 16 foreground and background colours 

0 All 16 colours (i.e. 15 colours plus transparent) are available on 
the screen together 

0 32 user-definable easily controllable sprites 

• 128 separate GENPA T statements providing a huge range of 
user-defined characters 

TEXT MODE 

0 Text resolution is 40 * 24 characters plus 
0 128 user-defined characters 
0 Eight user-definable virtual screens or "windows" 

SINGLE 5.25 DISC DRIVE - £399.00 inc VAT 

Comprising one Qume double-sided, double-density 500K 
dnve, plus the Memotech Floppy Disc Controller Board, with power 
supply, expansion sockets, and sturdy aluminium case. 

Single Disc System Software: M TX Single Disc BASIC 
extensions on ROM, plus Renumber. 40 Column Text and Graphics 
Screen, Binary to Hex to Decimal Converter, Data save and load 
plus five games. 

For further information, please contact: 

MEMOTECH 

MEMOTECH LIMITED STATION LANE INDUSTRIAL ESTATE WITNEY 
OXONOX86BX TELEPHONE: (0993) 2977 TELEX: 83372MEMTEC G 
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BLOCKBUSTERS 


Blockbusters is the ratings-topping, 
button-popping, mind-stopping quiz game of 
the decade, and now it’s been adapted for 
your micro computer! 

Central TV's popular programme attracts 
around 12 million fans, and now it’s all set to 
become number one in the personal computer 
charts as well! Blockbusters is ‘edutainment’ 
of the highest level for all the family, providing 
a perfect introduction to the home computer. 

Two players pit their wits against each 
other and the clock in a game which tests 
mental agility and general knowledge - it’s 
exciting, educational and intense with an 
appeal as wide as the micro itself. 

If you've got a computer in the family 
you’ve got to get Blockbusters. And if you 
haven’t, it’s worth getting one just to play 
Blockbusters! Now available from High Street 
stockists or direct from Macsen Software - 


just fill in the coupon below and try to contain 
your excitement - we’ll deliver within 14 days' 
This is what the experts have to say 
“A surprisingly addictive family game with 
considerable educational side-benefits’’ - 
CRASH MICRO MAGAZINE 


1 Macsen Software, GBA Limited. 17 Nott 
| Square. Carmarthen, Dyfed, SA3 1PQ. 

. Please send me a Blockbusters programme for my 
| BBC-B ELECTRON □ SPECTRUM 48K □ 

. COMMODORE 64 □ (Tick appropriate box) 

I Price £7.95 + 60 pence p&p. 

| I enclose Cheque/PO number_ 

1 for £8.55 made out to Macsen Software or please debit 

| my ACCESS/BARCLAYCARD. number_ 

■ Signature (Mr/Mrs/Miss) 

Address 


,(! IS. 


mm THE ULTIMATE j 




W CHALLENGE! ^ 


i*i Ui. 
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MACSEN 

SOFTWARE 



MACSEN 

SOFTWARE 














48K SPECTRUM 
COMMODORE 64 

THE PUNTER'S PAL 
COlLEjCTION^. 


STARTER'S ORDERS: The Original and bed hone race predictor (67% 
winners on lop tipi with very good SPS). _ _ 

Whilst the vast majority of punters had a bad flat season U sers ot STARTER'S 
ORDERS enroved over £1 SO profit to a £1 level stake on each day s nap 
(Compare (his to newspaper tipsters.) Already after three months of the NH 
proper the program shows over £125 profit on naps’ to a £1 level stake 
All the computer need know is the name and 6-figure form of each horse in a 
race (found in any <Uily newspaper.) 
lust one program to predict on both NH and flat, 

No experience of horse rac ing is necessary to use the program 
No tedious updating of databases 

The only horse race predictor with a brand new dual and straight forecast and 

tri-cast facility In three months correct tri-casts have paid 360-1,211-1, IOS-1, 
102-1 plus many others below 100-1. 

ONCE YOU HAVE THIS MtOCRAM. THE ONLY THING IN DOUBT IS THE 
STARTING PRICES Of YOUR WINNERS! 

HARE'S RUNNING: A successful and easy to use as STARTER'S ORDERS but 
for use on greyhound races. 

If in doubt of the authentic ity of the above. telephone every Saturday between 
9 am and 1 pm for the day's best bet plus the TV Nap 

HARE'S RUNNING.£5 

STARTER'S ORDERS--£6 

BOTH PROGRAMS.£10 

(including P&P IMMEDIATE DISPATCH) 

Orders to: 

D.C. IACKSON, 1 OSBORNE PLACE, 
TODMORDEN, LANCS OL14 5BQ. 

Tel: TODMORDEN (070681) (>854. 


CIRKWIK 

Schematic drawing on the 

BBC micro 


A lightpen or trackerhall 
driven CAD package orien¬ 
tated to the production of 
schematic drawing, such as 
circuit diagrams. flow 
charts, powersystems. pipe¬ 
work diagrams, fluid logic 
diagrams and many similar 
professional and engineer¬ 
ing applications 


* Lightpen or trackerhall driven 

* Virtual screen 8x the BBCs mode 4 

* Uses standard dot matrix printer in 
dual-density graphics mode to pro¬ 
duce excellent quality diagrams 

* Automatic parts list generation 

* Up to 640 symbols may be in use m 
any one diagram 

* Total symbol library unlimited in 

* Create your own symbols with the 
lightpen on a highly magnified scale 

* Many electronic symbols already 
included in package 


DATAPEN MICROTECHNOLOGY LTD. 
Dept PCN, Kingsclerc Road. Overton. Hants. RG25 3JB 
TEL: (0256) 770488 


1541 FLASH! 

Do you get bored waiting for your disk drive to load your 
favourite programs? 

Thinkina of reverting to turbo' tape routines because they're 
quicker? 

WAIT!!! 

From SUPERSOFT comes a great NEW product which you 
can fit in minutes to upgrade your Commodore 64 and 1541 
Disk Drive. All disk operations are speeded up as much as 
THREE times (for example, programs which normally take a 
minute to load will load in twenty seconds or less using 
FLASH!) 

1541 FLASH! is 100% compatible with Commodore BASIC 
However, if you really want to you can easily revert to the 
normal slow mode at any time — but we don't think you will! 
If you take your programming seriously you can speed 
DAT A transfers by up to 10 times normal speed (in your own 
programs), and can also make use of 11 screen editing 
functions, as well as 17 disk commands. 

Pressing SHIFT and RUN/STOP becomes the same as 
LOAD"* .8,1 so you can start work about five seconds 
earlier each day! 

Supersoft have 1541 FLASH! in stock NOW, so send your 
cheque for £89.95 or phone 01-861 1166 to order by 
Access. 

P S. Unlike some add-ons we could mention, 1541 FLASH' 
leaves you all your memory and the cartridge port available! 

SUPERSOFT 

Winchester House, Canning Road, Wealdstone, 
Harrow. HA3 7SJ 

Tet: 01 -861 1166 for further details and our free catalogue 


We are manufacturing a complete range of 
interfaces and buffers. Low prices and 
professional quality are standard. 

Examples: 

Interfaces Atari/Centronics. C64 Centronics 
Centronics/C64, Centronics V24. lEEE/Centromcs, 
IEEE V24, IEEE/C64. V24/Centromcs. 

Butters Centronics/Centronics. IEEE Centronics, 
IEEE IEEE. V24/V24 . , (32-128Kbytes) 

UK dealer wanted! 

MIKROCOMPUTERTECHNIK 
Winchenbachstr. 3a 
POB 201 605 

0-5600 Wuppertal 2, West Germany 
Tel: 202 505077 
Telex: 859 16 56 
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The UltimateM 
Only £ 199 . 


% 


MEMOTECH MTX500 MAJOR FEATURES 


STANDARD I/O PORTS 

9 Variable rate cassette port (up to 2400 baud) 

• Two joystick ports using Atari configuration 

• Centronics - type parallel pnnter port 

• ROM cartndge port 

• Uncommitted parallel input/output port 
9 Internal ROM board port 

9 Hi-Fi output port 

9 4 - channel sound through TV speaker 
9 PAL composite video colour Monitor port 
THE RS232 COMMUNICA TIONS BOARD 
(required for disc expansions) 

9 Two independent RS232 ports 

9 60-way Disc Dnve Bus supporting up to four 5.25 and/or 8 inch 
floppy disc drives, plus instant access Memotech Silicon Discs, 
and Hard Discs with capacities up to 32 Megabytes 

USER RAM 

9 Optionally expandable to 512K in increments of64, 128, or 
256K 

24K OF ROM which includes 

9 MTX BASIC 

9 Noddy, a simple, text-handling language 
9 A powerful Assembler/Dissassembler - sections of machine 
code can be created and run by calling the Assembler from 
within BASIC 

9 The sophisticated Front Panel, which displays the contents of all 
registers (including the F flag register) and pointers dunng 
program execution 

9 All four languages can be used interactively with each other 
and with the user 


ROM EXPANSIONS 

9 MTX NewWord, a 32K word processing package 

• Hisoft PASCAL, written specially for the M TX Series 

THE KEYBOARD 

9 Full size, 79-key. full-stroke professional quality keyboard 
incorporating: 

9 Mam Block with typewriter-style layout 
9 A separate 12-key numeric editor keypad 
9 Eight programmable function keys (16 with shift) 

HI RES GRAPHICS MODE 

9 256 ■ 192 pixel resolution plus 
9 32 • 24 Text m 16 foreground and background colours 
9 All 16 colours (i.e. 15 colours plus transparent) are available on 
the screen together 

• 32 user-definable easily controllable sprites 

9 128 separate GENPA T statements providing a huge range of 
user-defined characters 

TEXT MODE 

9 Text resolution is 40 ■ 24 characters plus 

• 128 user-defined characters 

9 Eight user definable virtual screens oi windows foeoHoblein 
all modes) 

For further information, please contact: 

MEMOTECH 

MEMOTECH LIMITED STATION LANE INDUSTRIAL ESTATE 
WITNEY OXONOX86BX 

TELEPHONE: i0993) 2977 TELEX: 83372 MEMTEC G 














OFTWARE PRE-VIEW 


® O/JQ Ua 


_We check ou t the latest contenders on the softw are market. Don't forget, rf you 

want your company’s package to be included on this page, send your latest releases to 
Bryan Skinner, PCN, 62 Oxford St reet, London W1A 2HG, along with prices and 
I ’phono —hers. 


I ATMOS/ORIC 


Macro Assembler looks a boon 
for any serious Oric program¬ 
mer. The package doesn’t just 
include a full two pass 6502 
macro assembler, there's also a 


monitor and a suite of Basic 
commands like renumber, com¬ 
pact, block line delete etc. The 
only drawback is that you'll 
need ITL’s Byte Drive to run it. 




SPECTRUM 


COMMODORE 64 


Shadowfire is another surprise 
from Beyond. To be released on 
April 17, it’s nothing like any of 
the company's other games. It 
has superb graphics and will 
probably do well, but I wasn't 
very impressed. 

You’re in control of a team of 
'tough future heroes' on a mis¬ 
sion to rescue a kidnapped 
ambassador. All input is via 
icons, so to move you select a 
character, then its movement 
monitor, then the direction and 
so on — tedious. 

Initial impressions are that 
the backing music is good, but 
repetitive, the action slow and 


the game on the dull side. But 
we’ll let you know what pro¬ 
longed exposure feels like very 
soon. 

Rock V Bolt is a strange 
game which I don't see many 
buying. It’s one of those mental- 
shape-puzzles like tangrams. 
The idea is to amass points bv 
fixing girders together accord¬ 
ing to a blueprint. The girders 
are sliding rectangles onto 
which you can jump, and press¬ 
ing fire fixes a girder in place. 

The bl uepri nts and the girder 
arrangements get more com¬ 
plex as you progress, some 
stretching over three screens. 


Death Star Interceptor is the 
final scenario of Star Wars. It’s 
not quite as good as 3D Star 
Strike, and is closer to the 
arcade game. It's a decent, 
two-and-a-half screen shoot- 
'em-up with neat graphics. First 
you have to take off through a 
portal (that’s the half screen — 
a piece of cake after a couple of 
bashes). Then you’re on your 


way to the looming Deathstar, 
facing waves of fighters. 

This is probably the best bit 
— the fighters wheel out of the 
Deathstar and their perspec¬ 
tive animation as they snake 
toward you is superb. Finally 
it’s down the long channel, 
dodging this and that, and 
hoping for a direct hit on the 
reactor port. 


Tomorrow’s Dream is better hordes of attacking helicopters, 
known for its Spectrum and The game gets harder very 
BBC debugging monitors In quickly, with guided missiles, 
Sub Strike you control the mines and deadly marine 
submarine, trying to blast beasts to contend with. 


SPECIAL INTRODUCTORY 
OFFER... ONLY £10! 


Please send me one month’s free supply of Personal Computer News with 


my special introductory six-month subscription for £10. 

□ lax months UK _ _ _£10 

□dxmondtsEurape.£17.50 

□ six months oimafl.. . _______£32.50 


□ • enclose my cheque mode payable to Personal Computer News 

□ Please charge my Access/Visa/Omers/American Express cord (delete where not 
applicable) 

Account No-Expiry date:__ 


...gel one month’s supply of Personal Computer 
News absolutely free when you take advantage of our 
special 6-month introductory offer. 

You pay for 26 issues and get 30 sent to you. 

This way they’ll cost you less than you pay in the shops 
— only 33p each instead of 40p. Post and packing is 
free. 

So, try our 6-month special now... 


Signed_ 

Whot type of computer do you use?_ 

Do you use it for home/work/education 7 



Send to: Subscriptions Dept, 53-55 Frith Street, London W1 
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NEW HORIZON 
COMPUTERS LTD 

8 ASHBURNHAM ROAD 
BEDFORD 
MK401DS 
TEL: 0234 53816 

TELEX: 82392 ROBINS 
FOR OLIVETTI M24 PLUS IBM COMPATIBLE 
DEALER ENQUIRIES WELCOME 
EXPORT ENQUIRIES WELCOME 

AGENT BUYERS 

CURRENTLY UNDER CONTRACT 

IMPORT and EXPORT 
COMPUTERS 

WE ARE LOOKING FOR A WORLDWIDE PARALLEL 
IMPORTER OF PERSONAL COMPUTERS. 

WE CAN OFFER THE BEST PRICE FROM UK 
DISTRIBUTORS AND ASSISTANCE WITH 
ADVERTISEMENTS AND TECHNICAL SUPPORT IF 
REQUIRED. 

MAXIMUM RESERVATION TO ALL CUSTOMERS. 
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Samira dx 85 


The lowest cost, most versatile high 
speed Dot Matrix Printer yet. 


You told us what you wanted 
so we went ahead and did it. 

Features indude: 

★ Automatic paper loading ★ Epson 
compatibility * Range of languages 

★ Normal, condensed and double width 
characters * Full graphics * Interchange¬ 
able plug-in interfaces to suit all micros 

★ IBM PC Compatible version ★ Com 
bined friction and adjustable pin feed 

★ Suitable for all commercial and busi¬ 
ness applications * Can connect to 



computers * Robust construction 
★ Latest technology * Ribbon cartridge 
or spools. 

Specification: 

S peed : 120 cps. bi-directional, short line 
seeking. Columns : 80 to 136, (at 17 cpi). 
Matrix : 9 x 9. Character set: Full 96 ch ASCII 
with 11 language voriants. Graphics: Uni- 
irectional, bit image. Forms hondlin o: 
Forward reverse with programmable line spocing. 
Interfaces : Centronics parallel, RS 232 serial. 
Commodore. Size : Width 370mm, Depth 280mm, Height 
130mm, Weight 6kg. 


Suitable for direct connection 
to all leading PCs and Business micros using plug-in 



Someone had to do it... 


Ssmlaac Lid 

9 Fairacres Ind. Est . Oedworth Rood. Windsor. Berks $14 4IE, Englond. 
Tel: Windsor (07535) 54717/8. Telex: 838791 
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DRAGONTORC OF 
AVALON 

This isn’t 
another Cap¬ 
tain Sensible 
single but Hew- 
son’s successor 
to the very 
popular Ava- 
Ion, described 
by the company as an adventure 
movie. From the same author, 
Steve Turner, Dragon tore con¬ 
tinues the adventures of Maroc. 
This time Maroc must rescue 
his old tutor Merlin from the 
evil clutches of trickily named 
Morag the Shapeshifter. 

Morag, the Witch Queen of 
the North, has also managed to 
lay her gnarled hands on one of 
the five crowns of the British 
Isles. With all five she can 
remake the powerful Dragon- 
tore and gain sovereignty of the 
British Isles. 

The first thing you notice 
about the supplied map is the 
extent of the playing area, and 
how much more varied than 
A valon it promises to be: ruined 
castles, Torhenge, the Troll- 
stones concealing Hellsmouth 
Cave, Wispwood Forest where 
the lost vaults of Locris are 
hidden, and many, many more, 
culminating in Morag’s Citadel 


near the Wyrmwood some¬ 
where in Scotland. 

The screen has the same 
design as Avalon: a playing 
area at the top containing 
simplified but effective 3D style 
graphics, with a scroll beneath 
where information is displayed. 
You move the astral body of 
Maroc by keyboard or joystick 

You can load a saved game if 
you wish — an essential facility 
as you must progress through 
no less than 64 levels, from 
Apprentice Magician to Sup¬ 
reme Lore Lord, and you won’t 
do that in one sitting. 



You begin next to a roaring 
fire in the depths of Wispwood 
Forest, and the spells of Bane. 
Move or Servant at your dispos¬ 
al. You select the one you want 
by scrolling the scroll they’re 
displayed on and using the fire 
button. Move, the most fre¬ 
quently used spell, allows you 
to 'transport thy soul’ around 
the various screens. 

Servant summons up your 
friendly tadpole-like sprite who 


moves about independently, re¬ 
moving and replacing items 
from your capacious back-pack, 
and investigating other objects. 
Bane is the Wraithbane spell; 
as in your actual adventure, it's 
up to you to discover where and 
how you can make use of this. 

Dragon tore really does com¬ 
bine arcade and adventure as 
you discover on exploration of 
the first forest. You know the 
entrance to the lost vaults of 
Locris is hidden here, but you 
must piece together clues from 
the scenario that comes with 
the game, and experiment with 
different objects to see which, if 
any, opens the vaults. 

There are also Wisps and 
Elves wandering round the 
place, and you see whether 
these are to be traded with or 
defeated: your remaining ener¬ 
gy is indicated by a dragon's 
head at the foot of the screen. 

In the Wispwood you move 
from one screen to the next 
down gravel avenues, while in 
the lost vaults we’re back with 
the old doors to open and 
skeletons to grapple with. By 
this time you should have 
extended your magic repertoire 
and a quick spell-check might 
reveal an effective weapon 
against those accursed 
skeletons. 

I found a variety of new 
objects in the vaults, including 


three chests, two of which were 
locked. When I opened the third 
I was nabbed by a particularly 
nasty spider, although I did 
survivedutchinga key to one of 
the other chests, where two 
spiders promptly arrived to 
chase me round the room. Re¬ 
grettably the spells in my back¬ 
pack didn’t include any 
patented aerosol bug-blaster, 
and nor was my servant much 
use as the spiders were bigger 
than him. 

Only two minor problems 
surfaced in the first few plays: 
one is the difficulty of controll¬ 
ing Maroc, as in Avalon, with 
doors closing in your face when 
you try to go through them; the 
other is the irritating wait 
through a lengthy musical in¬ 
terlude between games 

On the plus side, when you 
die you’re resurrected some¬ 
where in the area that you’d 
reached, though you must 
reach the actual place of your 
demise to retrieve the objects 
you were carrying with you. 

Sequels frequently dis¬ 
appoint, but in my limited 
experience as a minor magi¬ 
cian, Dragontorc achieves the 
near-impossible feat of being 
even better than Avalon. Ava- 
look yourself. Mike Cerranf 
Price £7 95 

Publisher 1 lewson Consultants 
0235-832939 


COMMODORE 64 


SEASIDE SPECIAL 

Oh, I do like to be beside the 
seaside — but not if it’s like the 
one Taskset has dreamed up. 

As Radium Rodney (now 
there’s an unsubtle clue), you 
must collect radioactive sea¬ 
weed from Rot Away Beach. 
Then it’s off to Downing Street 
where he engages in a bout of 
seaweed slinging at the win¬ 
dows of No 10. 

The reason for Rodney's an¬ 
ger is that evil Politikians have 


ICE PALACE 

Ice Palace is the latest little 
dazzler from Creative Sparks. 
It's an arcade-adventure, but 
tackles its schizophrenia in a 
novel way. 

There are two playing 
screens; you switch from one to 
the other with the space bar. 
The arcade screen shows an 
aerial view of your immediate 
surroundings. Each hexagonal 
'room' has one or more open¬ 
ings, so sometimes there are 
double-skinned bulkheads in 
your way. However, pulling 
back on the joystick rotates the 
walls of each room. 

All movement takes place on 
the arcade screen. Impassable 
rooms are easily recognised by 


arrived from outer space and 
disguised themselves as Prom¬ 
inent Cabinet members. The 
plot, like the seaweed, is, well, 
weedy. 

Down on the beach the tide 
rolls in and out with a hiss. 
When it rolls out it leaves 
behind several mounds of the 
hot brown weed. Dodging 
assorted crabs, jellyfish, clams 
and guards, Rodney has to 
gather up the revolting stuff. 
Once he's amassed at least ten 
clumps, he can hop off to the 
capital on screen two. 

From the windows of No 10 


large black crosses or lakes. 
From time to time yellow blobs, 
ghosts, eagles and other evil 
nasties fly past. Hit them ityou 
can; contact is dangerous, as it 
increases your evil score. Worst 
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of all are the white swords 
which materialise, spin, then 
set off at breakneck speed. 

Hazards can be destroyed 
with the firestick. A fireball, 
released when you press fire, 
can be steered around the 
screen 


alarmingly familiar faces 
appear at random. Rodney lobs 
the weed in their general direc¬ 
tion before the occupants dis¬ 



appear back behind the cur¬ 
tains. Government bashers 
should love this. 


And that’s it. The game may 
not be intellectually stimulat¬ 
ing, offer a wide variety of 
challenge or call for strategic 
planning but you can't say it’s 
not original. However, 
although it’s well executed, 
there’s not enough game to 
persuade me to splash out. 
There’s plenty more fish in the 
sea for me to try out. 

Bob Chappell 

Rating' I» 

Price £690 
Publisher T.iskx't 
0262-673798 



Rooms with yellow swords 
are the best places to switch 
over to the adventure screen. 
This is largely taken up by two 
panels. The left gives you a 
scrolling list of possible actions 
(such as get, sharpen, put on left 
pan etc). On the right are 
objects carried, or items in the 
room. Verb-noun pairs can be 
entered by highlighting re¬ 
levant items, then choosing an 
action. 

At top right is a candle whose 
height shows how long you've 
got left, while top centre there’s 
a vertical gauge crossed by a 
dotted line. It bears the legends 
Good and Evil, the latter being 
at the bottom. 

After each wave of nasties, 
heralded by some atmospheric 
music, a spinning column 
appears. Get in this and your 


goodness rating climbs. There's 
also a skull, whose eyes flash 
when you’re under attack and a 
firest ick which turns grey when 
it’s low in fuel 

At top left is a crown. The 
purpose of the game is to collect 
all the pieces of the crown. 

Ice Palace is very different 
from most other 'arcadven- 
tures’. The format for both its 
game types is simple (and 
therefore rather restrictive), 
and the graphics aren't any¬ 
thing to write home about, but 
it's unusual, nicely im¬ 
plemented, addictive and de¬ 
serves to do well. Bcysn Skinner 

RatingH in 
Price £7.95 
PubBsher Creative 
Sparks 0252- 
543333 



PCN APRIL61985 







AMEPLAY 



DROPZONE 

After a dearth 
of Atari-only 
™ releases in the 
UK, it was with 
high anticipa¬ 
tion that I 
loaded up this 

_ new game from 

the US Gold stable. 

Dropzone was well worth the 
lonely vigil — it’s a humdinger 
Although basically a rework¬ 
ing of our old friend Defender , 
the game has a lot of new 
material and is the best Atari 
all-action shoot-out I’ve seen in 
many a moon. 

You fly a space craft at light 
speed over a planet surface, zap 
assorted aliens and rescue your 
beleagured buddies. 


However, it’s you that’s 
flashing around the heavens, 
clad in a natty rocket-powered 
space suit. And instead of a 
boring old zig-2agging line rep¬ 
resenting mountainous ter¬ 
rain, you get a high-resolution. 



fully-detailed layout of the 
planet’s buildings and surface 
as a fighting background. 

Foreign bodies abound. Some 
begin as a gnat-cloud of mole¬ 
cules that join up to become one 
of several species of adversary. 
Planters and Nemesites are 


green, gyrating, non-intelli- 
gent, bug-eyed pods. Nmeyes 
are vicious, pink blancmanges 
which home in on you unerring¬ 
ly- 

Even more diabolical are the 
Blunder Storms, Spores, Trail¬ 
ers and Anit-Matter, all with 
their own special characteris¬ 
tics and all out to make your 
sojourn as brief, but as memor¬ 
able, as possible. 

Your spaceman can fire 
furious non-stop bursts from his 
laser gun while three smart 
bombs (which destroy every 
nasty in sight) come in handy in 
a tight corner. A temporary 
cloaking device lets you pass 
unhindered through the 
gathering swarms of aliens to 
continue your mission. 

The main aim is to rescue 
little starfish-shaped men and 
drop them into a safe building 


on the surface. There are many 
successive waves to pass 
through, each wilder than the 
last. 

Movement of aliens, land¬ 
scape and the hero is silk- 
smooth, the pace fast and fran¬ 
tic. The sound effects and 
graphics are superb. When your 
spaceman is hit, he turns 
orange, pulsates briefly, then 
explodes loudly into a glorious 
starburst. 

For excellent sound, brilliant 
graphics and a great all-action 
challenge, shop around no 
more. Dropzone will have you 
on the edge of your chair and 
shredding your lower lip. Never 
mind the aliens, you'll be the 
one that’s bug-eyed. A wow. 

Bob ChaDoell 

Price £9.95 (cassette, £14.95 
(disk / Publisher U S Gold 021 • 
359 3020 


SPECTRUM 


STAY K00L 

Manic Miner clones such as 
Stay Kool, the latest from Bug- 
Byte, are still being released 
even though there are almost 
more than enough already. 

As Luke Warm, space pilot, 
your task is to find and collect 
fuel rods for your shuttlecraft so 
you can leave your crippled 
spaceship which is hurtling 
into a nearby star. This puts a 
time limit on the game repre¬ 
sented by the rising tempera¬ 
ture — stay cool, Luke. 


It all boils down to a platform 
game in the classic tradition. 
There are levels which dissolve 
as you traverse them, tiny 
platforms which require skill 
and patience to reach and. of 
course, a host of hazards. These 
vary from deranged robots to 
escapees from Luke's space 
monster menagerie. The 
mobile problems take predict¬ 
able paths, so learning a new 
screen is not difficult. 

You can brush against a 
lethal nasty in mid-leap, only to 
find you’re still okay, thanks to 
the generous collision detec¬ 
tion. Similarly, you don’t have 


to be perfectly placed to climb 
ladders or use the transporters. 

As with many of its predeces¬ 
sors, the locations have wacky 



so poor at spelling?). 

The animation is good, there 
are chomping monsters, bub¬ 
bling test tubes and rippling 
thingumibobs; even Luke 
swings his arms as he hastily 
seeks out the flashing 

But what more can you say 
Stay Kool is a competent, not too 
tricky, version of something 
you’ve probably played a hun¬ 
dred times. Bryan Skinner 


names, eg The Surgery. The 
Sewage Fermentation Plant 
and The Pterodactyl's Lair 
(why is it that programmers are 


0 


Rating 7/10 
Price £6 95 
Publisher Hug-Byte 

051-7097071 


SPECTRUM 


ALIEN 8 

If Knight Lore didn’t already 
exist to prove it, we’d all be 
raving about Alien 8. and 
asking if such graphical magic 
were really possible on a Spec¬ 
trum. But thousands of people 
have already bought Knight 
Lore, so will they spend another 
ten quid on basically the same 
game? The answer might not be 
a lemon, but it could lie a 
resounding first raspberry for 
Ultimate. 

The story exchanges old- 


fashioned werewolves for a 
new-fangled robot which you 
negotiate round the innumer- 
able rooms of the Alien 8 




spacecraft You have a mere 
6,000 light years to complete a 
variety of tasks if you're to save 
the Alien 8, but your first 


hurdle is to find the tasks. 

The glossy manual tells you 
that you must locate and acti¬ 
vate all cryogenic chambers 
and ensure all thermolec valves 
are in the correct sockets. But as 
you can't initially tell a thermo¬ 
lec valve from a thermal vest all 
you can do is waddle down the 
corridors and hope for the best. 

As before, you can begin each 
game in one of several different 
locations. Each has several 
doorways which lead to other 
rooms with a variety of inhabi¬ 
tants, problems, structures and 
further doorways. Map-makers 
to the fore, but instead of rooms 


with ghosts you’ll come across 
rooms with clockwork mice — 
I’ve also found a lump of cheese 
(seemingly not clockwork) but 
haven’t yet got it to the mice to 
see what effect it has on them 
Control is as before, with 
keyboard. Kempston, cursor 
joysticks or Interface II options 
and with its crumbling blocks, 
walkways, and one-way leaps, 
Alien 8 is simply Knight Lore II. 

Mike GerTard 

Price £9 95 

«7/10 

Ultimate 0530- 
411485 
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MAMA LLAMA 

This new release from Jeff 
Minter may be technically bril¬ 
liant but it takes more than 
technical pyrotechnics to make 
a good game, as I discovered. 

Supervising the whole thing 
is an options menu where you 
can select any of five alien types 
(Rory makes a reappearance) 
with six pre-set parameters 
(time, shields, alien generation 
rate, etc). 

The first of the game's two 
sections is a strategy grid where 
you move symbols around to 


select the wave you tackle. 
Each symbol represents a type 
of planetary surface. There are 
five different symbols includ¬ 
ing, not surprisingly, a camel 
and a llama. The colour tells 
you roughly how many aliens to 
expect. 

The longer you take to select 
your wave, the more the aliens 
build up in the unselected 
squares, even to the extent of 
creating no-go areas. 

Into battle. A mother Hama, 
followed by two of her young, 
canter across the screen. The 
horizontally scrolling back¬ 
drops include Inca and Egyp¬ 
tian cities, a lunar colony and a 


rock music world. 

You control mother llama. 
When she jumps, so do her 
babes — in fact, they copy her 
every move. The llama family is 



defended by means of a Kill- 
droid, a moving sphere. 

Holding down the fire button 
on your joystick takes control of 


the hovering Killdroid (the 
llamas still keep on moving). 
Forcing the sphere into contact 
with any of the aliens that come 
swooping down on your four¬ 
legged friends kills them. 

Sound and graphics are first 
class and the game large and 
fairly complex. But it all 
seemed pretty much of a much¬ 
ness — when you’ve seen one 
llama, you've seen them all. 

Bob Chappell 

X Rating fi 10 
Priea£7.50 

Publisher Llamasoft 

i_I 07356-4478 
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JSWBBM® >d landmarks 

- YOU CAN FLY AROUND 


SUPERB REAL 
TIME SIMULATION 



MYRDDIN FLIGHT SIMULATION 

^ AMSTRAD CPC 464 


FULL SCREEN 
DISPLAY 


Here are some screens from a typical flight showing the view from the cockpit (top half of screen) 
produced as printouts of the actual simulator. 




A real time simulation with 3D graphics uses a massive 64000 x 64000 longitude & latitude flying 
area, making each flight completely different. Developed under pilot instruction to give realistic 
flight effect. The view through the cockpit gives moving 3D graphics. 

Comprehensive instrument panel with moving needle meters & digital displays. 15 aircraft types 
with varying control sensitivities & speeds of between 100 - 500 knots. 

3 runways available for refuelling, take off& landing. Ground and landmark orientation correct with 
all flying attitudes (rolls etc.). 


The3D graphics are still accurate when 
you fly upside down. 


3D landmarks you can fly around. 


Comes complete with manual & fully 
detailed chart of landmarks & airfields. 


Joystick or keyboard operation. 


If your local dealer doesn't have it in 
stock yet, order from us direct 
For despatch within 48 hrs 
(usually 24 hrs.). 


MYRDOIN SOFTWARE, PO BOX 61, SWINDON, WILTS. 
Telephone: (0793) 40661 


Please send me 
the Amstrad CPC 464 


Flight Simulators) by return o( post for 


Cheque enclosed for El 1.95 (in. P.P.) 
OR Debit my Access A/C No.:* 


OR Telephone through your Access Order 
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PRIZE PLOTS 


Here's an unmissable opportunity to get some first-class 
output from your micro. PCN, in conjunction with Penman 
Products, is giving away two of these superb plotters worth 
more than C250 each. In addition we're offering 10 
runners-up prizes of discount vouchers which will save you 
£50 off the price of a plotter direct from Penman. 

The Penman's writing head also functions as a turtle so 
we've given this competition a robotics theme. Just answer 
the questions below and send your entry to Penman 
Competition, Personal Computer News. 62 Oxford Street, 
London W1A 2HG, to arrive no later than Friday, April 19. The 
first correct entries out of the hat will collect the prizes. 

The editor's decision is final; no correspondence will be 
entered into. The competition is not open to employees of 
VNU Business Publications, Quickset or Chase Web Offset. 



1 WhoformulatedtheThreeLawsof Robotics?.. 


2 Which saga features Marvin the Paranoid Address- 
Android? . 


3 Which two robots stole the show from Mark 
Hammil and Harrison Ford?. 


4 Name Doctor Who's robotic 'best friend'. 


Current machine. 

I do/do not wish my name to be included on mailing 
lists. 


MoveMead Discount Software Co. 


SPECTRUM 


Raid Owr Moscow 
BruoeLee 
Proiect Future 
Everyones sAWally 
Bum Hast 
Daley Thompson 


SPECTRUM COMMODORE 64 COMMODORE 64 


RRP 

OUR 

PRICE 

GAME 

RRP 

OUR 

PRICE 

GAME 

RRP 

OUR 

PRICE 

795 

695 

Jet Set Willy 

596 

446 

Senbnal 

995 

795 

796 

695 

Star Stnke 

596 

446 

Ghostbusters 

10 95 

830 

695 

5 45 

Travel wrttiTrasbman 

595 

450 

Suode Express 

795 

599 

995 

7 45 

Back Packer? Guide to 

750 

610 

Other AOrvtsion 

995 

795 

595 

446 

QuasimedosRev 

690 

550 

ZimSalaBim 

995 

795 

690 

490 

TtNaNog 

995 

690 

Stnp Poker 

995 

795 

. 796 

590 

Air Worl 

690 

5 45 

Psytron64 

795 

595 

1496 

995 

Match Day 

795 

5 45 

Tates of Arabian Nights 

700 

500 

14 95 

995 

Py Jamarama 

695 

5 49 

Beachead 

995 

795 

996 

720 

BkieMax 

795 

590 

SotoFkght 

14 95 

12 45 

996 

720 

Machine Ughtnmg 

19 95 

14 95 

Death Star Interceptor 

995 

699 

996 

795 

Monty s Innocent 

695 

499 

BruceLee .. 

995 

845 

996 

595 

Zaxxon 

795 

599 

Nato Commander 

995 

795 

795 

590 

Great Space Race 

14 95 

399 

Spitfire Ace 

995 

795 

596 

445 

Potty Pigeon 

695 

549 

My Chess ii 

1195 

846 

595 

445 

Pitfall II 

795 

695 

Battle tor Midway 

895 

CM 

595 

445 

Ram Turbo Interface 

2295 

19 99 

Quasimodos Revenge 

790 

1M 

796 

549 

Match Port 

796 

499 

Zaxxon 

996 

795 

6 96 

545 

Gift ot the Gods 

996 

795 

Sunmer Games 

14 95 

1030 

696 

545 

Trfpods 

.1150 

699 

Sherlock 

14 95 

12 45 

1496 

399 

Boulder Dash 

795 

499 

PSIWamor 

995 

795 

796 

595 

AkenB 

9 95 

795 

Rax) over Moscow 

995 

795 

795 

595 

Gnosibuster? 

995 

745 

Staff olKamatfi 

996 

699 

795 

675 

Software Star 

695 

595 

Blue Max 

995 

695 

7 95 

495 

Technician Ted 

595 

4.75 


995 

7.50 

.795 

549 

Heroes ol Khan . 

550 

450 

bmmZZZIZ 

995 

399 


GAME RRP PRICE 

Spy vs Spy 9 96 7 95 

BouUerOash 8 96 6 45 

Hobbit 14 96 7 99 

Datoy Thompsons Dearth 7 90 5 25 

Kong s Revenge 7 90 6 50 


Monty** 6 95 5 45 Grftot the Gods 996 7 95 Sumer Games 14 96 10 30 ShoottheRRads 7 95 6 50 

MThroffle 6 96 5 45 Tripods 11 50 6 99 Shertock 14 96 12 45 Lords ot Midnight 9 95 7 30 

VJMta 14 96 3 99 Boulder Dash 7 95 4 99 PSIWamor 9 95 7 95 Congo-Bongo 9 95 7 95 

Aeatoi 7 96 5 95 Aliens 9 95 7 95 Raid over Moscow 9 95 7 95 Baffle lor Normandy 14 96 12 45 

Endura 795 5 95 Ghostbusters 9 95 7 45 SfflflolKamath 9 95 6 99 Combat Leader 1496 1245 

Blockbusters 7 95 6 75 Software Star 6 96 5 95 BlueMax 995 695 CassetteM 9 96 5 95 

Confflatlym 7 95 4 95 TedncanTed 5 95 4 75 Tipper 9 95 7 50 Kong Strikes Back 7 90 5 45 

DlrtS, * r 795 549 Heroes ot Khan.550 4 50 Bnsaes.9.96 3 99 Up and Down.995 795 

All prices include VAT Postage and packing is FREE on orders in excess of £15.00. All orders of less than this amount are 
charged 0.75p towards the cost. 1,000’s of more titles available for all machines. Send a S.A.E. for full list. Send your 
cheque/P.O. for the full amount (plus postage, if required), to:— 

MOVEMEAD (MARKETING) LIMITED, 55 ALESBUSY STREET 
BLETCHLEY, BUCKS., MK2 2BH Telephone: (0908) 79232/3 Exj 

Order despatched within 3 days of receipt of your order and cheque P.O. All tapes are offered subject to availability. E&OE. 
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T^jer' Software' 

I BBC MICRO (32K) GAMES OFFERS I 


CONVOY SEARCH — A 3 PART GAME 

— FROM YOUR SUBMARINE FIND THE CONVOY 

— WHEN THE CONVOY OF 10 SHIPS IS FOUND -TRY TO SINK IT 

— AFTER THE ATTACK. ANY SURVIVING SHIPS ATTACK YOU! 

only £3.99 

SPACE ACE 

— WEAVE THROUGH THE RED ENEMY AND TRY TO ACHIEVE SPACE 
ACE' STATUS)') 

-SIXSPEEOSOf PLAY 

— WE ARE NOT RESPONSIBLE FOR ANY BAD LANGUAGE GENERATED 
AT THE FASTER SPEEDS! 

only £3.99 

THE BLUE PATH 

— FIND THE HIDDEN BLUE PATH 

— CAN YOU REACH THE MAXIMUM PATH SCORE? 

— CAN YOU DO IT BEFORE TIME RUNS OUT? 


only £2.99 

*BUY ALL 3 AND DEDUCT £1.00 FROM TOTAL* 

POST TO TIGER SOFTWARE 

58 SHELBURNE ROAD. HIGH WYCOMBE. 
BUCKSHP12 3N0 TEL 0494 28297 


PLEASE SEND ME 

CONVOY SEARCHfa £3 99 □ 

SPACE ACE® £3.99 Q 

THE BLUE PATH® £2.99 □ 

ALL 3 FOR £9 97 Q 

I ENCLOSE £_ 

NAME. 

ADDRESS.. 


SOFTWARE WORLD 

12, ETHEL STREET, BIRMINGHAM B2 
TEL: 021 643 7559 

FOR ALL POPULAR MICRO HARDWARE. PERIPHERALS & 
SOFTWARE 

BIRMINGHAM'S LARGEST STOCKISTS OF: 
AMSTRAD. ATARI. BBC. COMMODORE, DRAGON. 
ELECTRON. MSX, ORIC. SPECTRUM AND TEXAS. 

SOFTWARE AT AMAZING PRICES! 

(i.e. Atari from £4.00) 

SEND S.A.E. FOR FREE LISTS (SPECIFY MACHINE) 




Now! Take a little Bit of Your 
Computer Wherever You Go. 

Seiko's brought the timepiece into the 
Computer Age — with an LCD quartz 
watch that’s also the world’s smallest 
computer terminal. 

The Seiko Wrist Terminal RC-1000 is 
capable of storing and recalling up to 80 
pages of data entered directly from 
today's most popular computers with a 
transmission time of only 10 seconds. 
Data entry is quick and easy enabling 
you to program your own data files with 
information such as schedules, up to a 
year ahead. Price lists, foreign word 
translations, etc. Whatever you need to 
remember you’ll always know where to 
look: On your wrist thanks to Seiko. 

For further product information and details of your 
nearest stockist Send stamped addressed envelope 
to:— 


THE WORLD’S FIRST COMPUTER WRIST HATTORIW LTD 

TERMINAL WILL BE A VAILABLE FROM ALL GOOD berkeleys^ 

COMPUTER RETAILERS DURING MA Y/JUNE Berkeley square. London wix sle 


VERSIONS AVAILABLE FOR:— 

IBM PC, APPLE ME, EPSON PX 8, BBC MODEL B. COMMODORE 64, SINCLAIR SPECTRUM 


PCN APRIL61985 


47 

































SILVER range Seeing 


001 A/cade VIC 20 (UNEXPENDED) 
SNAKE BITE - Simply the slitheriest 
game o» its kind 


002 Arcade. VIC 20 fUNEXRANDEDl 

MICKEY THE BRICKY - Four 
screens packed with fun 


003 Arcade BBC MICRO B 004 Arcade BBC MICRO B 

BIRD STRIKE - Wing the planes GOLD DIGGER - The hazards ol 
and shoot the pigeons digging lor gold down under 


006 Arcade SPECTRUM 16K/48K 
RUN BABY RUN - Multi-car cop 
chase and shoot-out 


009 Arcade SPECTRUM 16K/48K 
TERRA FORCE - Terra man 
defends earth against all odds 


007 Arcade SPECTRUM 48K 014 Arcade/Strategy SPECTRUM 48K 016 Arcade Adventure SPECTRUM 48K 

EXODUS - Strange creatures MR. FREEZE - Six compartments. BOOTY - Twenty holds crammed 

emerging from the pits each tougher to de-ice. lull ol pirate loot 


005 Arcade BBC MICRO B 013 Arcade BBC MICRO B 022 Arcade BBC MICRO B 

DUCK!-Comedy and music in this ACID DROPS- Fly through totackie ESTRA- Recover the sacred statue 
duck shoot the mutant spinners. ol Estra the snake god 


023 Arcade/Stralegy BBC MICRO B 
THE HACKER - Terminal to modem, 
telephone network to mamtrame 


010 Arcade SPECTRUM 16K/46K 
MENACE - What happens when 
teacher turns his back 


021 Arcade SPECTRUM 16K/46K 

CRAZY CAVERNS - Ten crazy 
caverns, ten hungry mouths to teed 


l£T 


008 Viter Game SPECTRUM 48K 
VIKING RAIDERS - A test ot strategy 
against the computer or triends 
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gjOFTWARE PRO-TEST: MACINTOSH 


BETTER BASIC 


M icrosoft and Basic — the two 
words are inextricably linked in 
the minds of micro users. Micro¬ 
soft has licensed its product to so many 
OEMs that a version of MBasic is the 
first programming language for 
thousands of hackers. Yet Basic is often 
criticised for its slowness and lack of 
structure. 

When the Macintosh appeared it 
looked the perfect machine for a highly 
developed Basic, but Microsoft’s Basic 
version 1.0 was a disappointment. Sure, 
you could make calls to the Mac's ROM 
routines for drawing circles, arcs, rec¬ 
tangles, and it was fast — which you’d 
expect from any application running on 
a 68000 — but otherwise it was pretty 
ordinary. 

Features 

Now version 2.0 is available, and what 
an eye-opener, it’s easily the best Basic 
I’ve ever used. What makes it so 
different? For a start, line numbers are 


• Dispatch based on which item within this menu was 
ON itemld GOSUB AcctEnterDialog. AcctRetrDialog 

RETURN _ 


Di st Menu 
AcctEnterDialog 
• — Generic Dialog Box 

WINDOW 3 

WindowToScreen(2)=3 
BUTTON I 1 ,*0k*.(240,20M280.40), I 
DialogActive = I 
WHILE DialogActive 
EventType - DIALOG ) 

IF EventType = 1 THEN 0 
IF EventType = 5 THEN GOSUB Update 
WEND 

WINDOW CLOSE 2 
RETURN 


4 Erie Edit Pieu> Special 


just move the cursor anywhere over its 
name, click the mouse button, then the 
OPEN box, and control passes back to 
the program with the name of the 
selected file in the variable 'afile$\ It's 
that easy — just one assignment state¬ 
ment does what would otherwise require 
detailed system knowledge and a long 
piece of code. 

Procedures are also catered for, de¬ 
fined by SUB and END SUB. Parameter 
passing allows variables to be static or 
shared, ie local and global. Version 2.0 
retains all the fancy text/graphics stuff, 
such as altering text fonts and sizes, 
drawing circles, ovals and rectangles, 
and framing and filling shapes. You can 
store all graphics commands issued, so 
they can be saved in a single string — 
PICTURES — and there’s even a 
scroll command for pixel scrolling of 
rectangles in the four basic compass 
headings. 

With sound you can specify frequency, 
duration and volume for tones using the 
Mac’s four voices, while WAVE lets you 
define tone waveforms. Would you 
believe the latter needs an integer array 
of no fewer than 256 elements? You can 
queue sounds and specify the phase of 
the waveform by stating the array 
element at which the definition is to 
begin. 

of Basic 2.0. They're both about 80K, the 
difference being internal numeric repre¬ 
sentation. One offers BCD maths (Bin¬ 
ary Coded Decimal — the same as Basic 
1.0), the other IEEE (binary). The latter 
is better for engineering oriented ap¬ 
plications and gives faster run-time 


Mwrotof* BASIC 0>) 


application 

86206 bytes, actounts for 8?K on disk 
Microsoft BRSIt, internal drive 


MktojoW BASIC (d) 


Sample Programs 


optional and you can GOTO a label. 
Version 2.0 supports event interruption, 
there’s ON TIMER, which can be passed 
intervals between 1 and 86400 seconds 
(24 hrs); ON MOUSE for mouse button 
presses and ON MENU for user-menu 
selections. Also included are ON DIA¬ 
LOG and MENU definitions — yes, you 
can program all that window stuff with 
the greatest of ease. Similarly, there are 
fistfuls of button, mouse, window and 
other WIMPish instructions. 

You can write professional-looking 
programs without resorting to lengthy 
and complex code. Forexample, I wanted 


to write a program to send an ASCII text 
fi le from disk to one of the serial ports, for 
downloading to a lap portable. With 
most Basics you'd have to get the user to 
enter the file name, and include error 
traps for 'File not found’ problems. 

With Basic 2.0 you simply use ’afile$= 
FILES$< 1)’. Whentheprogramhitsthisa 
window appears containing all the files 
on disk (in alphabetical order, what’s 
more). There’s a scroll bar so you can 
easily get the file you want in the 
window. If the file you want isn’t on the 
current disk there’s an EJECT button 
to be clicked. When your file appears. 


[fi IBBBSB 

List ————-»l 

SUB inilMenu STATIC Kj 

MENU 1.0.1 

.-File" 

MENU 1.1.1 

."Open " 

MENU 1.2,1 

. "Save as " ilil! 

MENU 1.3,1 

. "Quit" 

MENU 3,0,1 

."Accounts" :! | 

MENU 3.1,1 

"Enter" 

MENU 3.2.1 

"Retrieve" 

MENU 4.0.1 

."Distributors' : 

MENU 4 11 

"Enter" 

MENU 4.2.1 

. "Retrieve" “ 

MENU 5,0.0 

, "" turn off E r 

END SUB 

rv 

on. 
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code, particularly for trigonometric 
functions. 

In use 

Basic 2.0 isn’t just one of the most 
powerful languages around, it’s also a 
doddle to use. You can open two LIST 
windows, allowing you to operate on 
different sections of code at once. Unlike 
version 1.0, editing is within these 
windows, and with the mouse, cut, copy 
and paste facilities, makes full-screen 
editors look a bit M ickey Mouse. Produce 
an error and a LIST window appears 
with the offending statement framed 
and of course there’s a full set of error 
messages. 

Naturally, the language and its prog¬ 
ramming environment aren’t flawless. 
There’s still the tortuous LSET, RSET, 
MKS$, MKI$ and what have you for 
random access files. It’s hard to see how 
this could be improved, and with prac¬ 
tice they become second nature. 

Basic 2.0 is fussy about spaces. I’ve got 
used to leaving them out to save RAM on 
the portable, and when I uploaded a 
program I spent ages inserting spaces 
between reserved words and variables. 
It’s the price for being allowed to embed 
reserved words in variable names. 
However, since the editor puts reserved 
words in bold type, spotting problems is 
easy. 

One mqjor oversight is that when you 


OPEN COMl: or LPT: for interfacing 
you can’t specify X-ON/X-OFF or SHIFT 
IN/SHIFT OUT, which means you’d 
have to handle these protocols as part of 
your own I/O routines, or work at the 
rather slow rate of300 baud. On the plus 
side, you can open the clipboard for I/O. 
which allows you to transport data 
between Basic and other applications 
such as Multiplan. 



Documentation 

The documentation is typical Microsoft, 
well-written, but rather short on worked 
examples. What samples of code there 
are tend to be duplicated, so you have the 
same fragments to explain two or three 
reserved words. 

This is off-set by several sample files, 
ranging from a simple ellipse drawing 
program to a handy serial port setter to 
an extremely useful cross-referencer. 


The latter checks a program for such 
errors as duplicate labels — very nice. 
But searching for text in a large file can 
be slow when the system has to perform a 
lot of disk accessing. 

Verdict 

All inall Basic 2.0 for the Macintosh isas 
near perfect as you could wish. It’s got 
every facility I’ve seen in any version, 
plus a whole lot more. To top that, it 
provides a sophisticated programming 
environment. 

The package points the way to future 
Basics and I bet the Commodore, Atari 
and other 'super' micros won’t offer 
anything near it. 

Mac owners should seriously consider 
buying Basic 2.0, if only to see what the 
best version of the language looks like. 
Whether you’re fami I iar with Basic, or a 
novice to programming, you’ll be stag¬ 
gered by its power and ease of use. P 

F—rv, #*#•+ 

Nftsna—n #### 

Name Microsoft Basic Version 2.0 
(Macintosh) Application Language 
Interpreter Price £ 139 System Apple 
Macintosh Other versions None 
Availability Dealers 


imimfriiM: miu: 


Now you've tiptoed into hacking with this exclusive extract from The Hacker's Handbook, get the complete 
works for £4.95, not including postage and packing. 

Published by Century Communications, this 160-page illustrated paperback explores the sport of hacking and 
reveals the myths and legends of star operators. It includes technical information and a trouble-shooting 
guide. 

You can buy the book at your local bookshop or order it through Personal Computer News by completing the 
coupon below. 


ORDER FORM 

To: Mail Order Department, Tiptree Book Service Ltd., Church Road, Tiptree, Colchester, Essex C05 OSR 

["please send me.copy/copies of THE HACKER'S HANDBOOK (ISBN 07126 06505) by Hugo 

I Cornwall at £5.50 per copy, including post and package. 

j I enclose my cheque/Postal order for £ 

■ Cheques should be made payable to Tiptree Book Services Ltd, please 


Please debit my Barclaycard/Access 
Account number I 


Expiry date 

NAME 

ADDRESS 
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OFTWARE PROTEST: QL 


FORTH BRIDGE 

The multi-lingual QL has gained another Forth compiler. Roger Thomas 

twain that tWs iwpIswieii U ttoR of Forth *83 b partfcaiarly good val— | 

though it isn’t recommended for novices. 


D espite being just over a year old, 
there’s still precious little software 
available for the QL. The excep¬ 
tions are assemblers and languages. 
One of the latest language packages for 
the QL is Forth from Computer One. 

Features 

The Forth compiler comes with a line 
editor and a 68000 micro-assembler, 
both of which are overlays to be loaded 
when needed. 

The assembler is supplied so you can 
write Forth 'words’ in machine code, 
increasing the speed at which programs 
run. 

To go with the two main overlays 
there’s a source file and an overlay to 
copy files. This is a useful aid as it cuts 
out the need to return to Basic. The 
source file contains the error messages 
and a small number of extensions to the 
Forth system, one of which is a decompil¬ 
er so you can look at compiled code. 

The other main extensions are sine/ 
cosine functions and a string input 
routine. A simple game is also included 
which, while not up to arcade standard, 
allows you to play with Forth to see how 
programs are constructed. 

In use 

Forth is booted into the computer when 
you switch on, in the same way as the 
bundled Psion programs. After the 
default file has been loaded you enter the 
interpreter, which allows you to enter 
Forth words to be executed immediate¬ 
ly. For example, the word ’words’ has the 
same effect as ’vlist’, found in older 
implementations of Forth. 

To load the editor, type edit and wait 
about 12 seconds for the overlay to load. 
Once it’s loaded, full programs may be 
written and edited on screens of 16 rows 
by 64 columns. If the program is too large 
for one screen, you can move onto the 
next screen. To aid in the editing of a 
screen there are 35 control codes (which 
may be displayed by pressing FI) which 
makes the editor much easier to use than 
the standard Forth line editor. 

The assembler is the last of the main 
programs supplied in the package and is 
loaded by typing asm. To enter large 
programs you have to use the editor. The 
resulting instructions are added to the 
Forth dictionary, and you can use the 
new instructions like any other ’word’ in 
the dictionary. 

As well as the standard Forth vocabul¬ 
ary there are a number of useful extra 
words specific to the QL. They make use 



of QDOS. give floating point numbers 
and control over graphics and sound, 
including the facility to produce user 
defined characters. QDOS is called to 
manage the Microdrives, giving access 
to random as well as sequential file 
handling. 

The file handling interface isdesigned 
by Laboratory Microsystems of South¬ 
ampton and comprises a control area and 
a 128 byte data buffer. As the filing 
interface calls QDOS, any new hard¬ 
ware which works with SuperBasic 
should also work with Forth. 

The other important specification 
of the package is the multi-tasker 
which will support up to ten background 
and one foreground task. The multi- 
tasker is very simple and gives control to 
background tasks in a round-robin 
manner. The main limitation is that 


A pocket history 


Forth was designed by Charles Moore 
in the late '60s to control radio 
telescopes. Since then a number of 
standards have been produced, the 
best known being Forth 79, Fig-Forth 
and Forth 83. QL Forth is based on the 
latest (and most powerful) version, 
Forth 83. 

The features which give Forth its 
character are its stack and diction¬ 
ary. The stack is used for all calcula¬ 
tions. Expressions are written in such 
a way that the information is placed 
onto the stack before being manipu¬ 
lated. This is called reverse Polish 
notation (RPN). For example, 11 + is 
used instead of 1 +1 and 4*7+3/(2+8) 
would be written as 28 + 3/4 7* +.As 
you can see, parentheses aren’t used 
and no time is wasted working out 
what part of the expression is to be 
evaluated next. 

The dictionary stores the 
keywords, variables, functions and 
operators. These are cal led words and 
the list may be extended by adding 
new words. The dictionary may be 
split into parts (vocabularies) so that 
the same word can have different 
definitions in different vocabularies. 


background tasks must be completed 
before control is passed back to the 
foreground task. 

In terms of speed Forth gives speed 
increases of between two and 50 times 
SuperBasic, with an average of about 11 
times. Even calling QDOS you can 
expect an increase of three times or 
more. The word definition below does a 
simple loop of 1 to 32000. 

: TEST 32000 I DO 1 DROP LOOP ; 

In Forth, this loop takes 2.8sec while a 
por-next loop in Basic of the same size 
takes 61 sec. Forth programs may be 
made even faster if some of the words are 
defined in machine code using the 
assembler. 

Documentation 

The documentation comprises a 70 page 
A5 manual which gives information on 
all the words and overlays available to 
the user. The information is set out in a 
logical manner, different types of words 
being grouped together and listed 
alphabetically. Other sections give an 
introduction to the programs and there’s 
a brief chapter on Forth. Unfortunately, 
the manual lacks detail on the exten¬ 
sions and the more powerful (and useful) 
Forth words provided. 

Verdict 

The only problem I’ve found is that there 
is no Break key — if a program crashes 
you have to reset the computer and start 
again. The manual is the main let-down, 
as some aspects like the Forth exten¬ 
sions aren’t adequately explained, but 
anyone with a working knowledge of 
Forth should be able to cope. 

Overall, this package is very good 
value for money. Other languages for 
the QL cost £60 or more. It becomes even 
better value when you realise that it’s 
based upon the Forth 83 sold by Micro¬ 
processor Engineering, which costs £190 
(though that company also offers a 
version of Forth 83 for the QL for 
£29.95). r 


REPORT CARD: 1 TO 5 


Name QL Forth /.. 

Programming language Price £29.95 
Pubtitiier Computer One, Science Park, 
Milton Road, Cambridge CB4 4BH. 

Other verMoas None Format Microdrive 
cartridge Outlets Mail order. 
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Mill Hill 

Computer Centre 

SPECIAL OFFER 


BBC (B) + free recorder + lead.025 

BBC(DFS) + free recorder + lead.£420 

Electron + free recorder + plus 1.£185 

Commodore 64 + recorder + joystick Oil.£220 

Commodore 16starterpack + joystick.£100 

Amstrad + £100 worth of s/w. MJE225 

Amstrad + £100 worth of s/w.C.O30 

ZX Spectrum 48K + £50 s/w.£110 

JukiftlOOdaisywheel.£365 

Daisystep2000.£235 

Cannon PW10XOA.030 

ShinwaCP80.£190 

ShinwaCPADO.£230 

Commodore MPS801.£190 

MicrovitecCVB.£199 

Commodore H:res(col. monitor).£220 

Philips (green).£85 

Philips (amber).£95 

Cumana 100k disk drive.£125 

Commodore 1541 diskdrive.£190 

Sanyocasscttc recorder.£23 

Acorn cassette recorder.02 

Floppy <Bac (45-80track).£18 

TM> » ml. ■ mil -rlcrtim of »hal «c cm oflw 

I or further <trt.il. rilhrr »rMr or IrkpWr in 

Mad Order Detpaarhed widun 10 dart after receipt of roar order and cheque 
Add 12 50 PAP for order* below £150. endow. £8 PAP 


RAMCO 


Government A Education discount give 


FORTH 

= TOTAL CONTROL 

FORTH can access any memory location and any Vo port 

It you want to use the lull power ot your computer at speeds 

Irom twenty to over lilty times taster than Basic - use FORTH 

We are the FORTH specialists - we stock FORTH lor 

machines Irom Soectrum to VAX 

☆ QL FORTH-83 - lull screen editor macro-assembler 
floating point graphics turnkey compiler decompiler multi¬ 
tasking an excellent proltessionally written package - 

09.99. 

☆ Spectrum - White Lightning - the best graph.es 
package anywhere interrupt driven system can generate 
animations - ti9.99 

☆ Commodore 64 cartridge editor, assembler colour, 
sound, debugger access to all peripherals - £49 95 

■ft Dragon cartridge splitscreen editor sound, colour 
decompiler overlays toyslick and timer support - lull 
documentation and SOURCE CODE lor me complete 
package - £35 CoCo version £45 

☆ ‘Starting Forth’ by Brodie - me classic - £20.45 

☆ ‘Thinking Forth’ by Brodie excellent - £15.45 

☆ ‘Forth Programming’ by Scanlon £15.50 

Do-H-yourMN FORTH Ms 

Installation manual - How to do it. model, definitions, editor - C7. 

Source code 650?. 6900 6009 0060. Z80 8006/8088 9995. 100?. 60000. 

Z0OOO. VAX. Apple )|. LSI-11 - C0 each 

Sand for catalogue 

f | ST "I Microprocessor Engineering Ltd. 

I l llfl I 21 Hanley Road. Shirley mb 

LPT^E I Southampton SOI 5ACJ WT^ 


Computer ONE 

Software for the QL 


A selection of quality 
software packages available 
directly from Computer One. 


TYPING TUTOR £19.95 

Inclusive of VAT A PAP. 


Please send for full details or phone (0223) 862616 
To order, send name and address with cheque / E3 to: 

COMPUTER ONE LIMITED 

SCIENCE PARK. MILTON ROAD, CAMBRIDGE CB4 4BH 

Sincfcw and QL ore Trade Moris of Stnciar Research 
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A 

wanted teen ultra drive for Dragon 32. 
Tel: R Comer 0702-67881 





II 



I 

a 


dg« wanted. All Dream. 
Also Tandy and Dragon 
/ill exchange for other 


software Will exchange for other 
cartridges, software Write Ian, 37 
Harehills Ave, Leeds. LS84EX 
Dragon 32 joysticks, light pen. £200 
worth of software, books, man, only 
£200 Apply SAC G8218077. Tavlo;- 
son. Officers Mess. RAF. Lyneham 
Chippenham. Wilts. 

Dragon 32 with raaette player, joys¬ 
ticks, manual, plus twenty tapes. £ 100 
ono. Tel 0896-4440261 Middlesex i 
Mm the national Dragon users group. 
Officially recognisedby Kurohard and 
Touchmaster Send an SAE to Paul 
Grade. 6 ■ Navanno Rd. Worthing, 
Sussex 

Dragon 32K for sale, vgc and boxed with 
£100 worth of software. 3 joysticks, 
magazines and books. £125 ono. Tel: 
0373-864698 

Dragon 32N plus assembler editor and 
games for£55. Tel: After 5 or weekend, 
01-986 2658 

Dragon 31. Two tape decks. Three 
joysticks, lots of software Value £400, 
will accept £250 ono. Contact I. Lett. 
16 Whalebone Ave. Romford. Essex 
Dragon software for sale All originals. 
Microdeal. Cable, Ocean etc. Moat Vi 
price or lose Tel 0865-64423 for list 
(after 7pm). 


Stack40130 column card Convert your 
Vie 20 to 40 80 column screen. Cost 
£120, accept £35 ovno. Tel: Ian Jenk¬ 
ins. Widneo 051 423 1706 
Chsetah Rat interface. ZX printer. 
Cambridge programmable interface 
as new £20 each Tel: M Parker. 
Letchworth 71741 

AcetrenicItadMtn Television game: 

(programmable (. Six cartridges in¬ 
cluding Shootout. Soccer. Grand Pnx, 
etc. Excellent condition and boxed 
Worth £200. accept £50 Tel: Leeds 
871492 

Magazioas lots of different mags, inc 
PCN Send s a c to J Close. Green 
Cottage, Caldecotte. Bow Brickhill, 
Milton Keynes MK7 8AA 
CMysttak, Ghouls. Cybertron.. Chi neae, 
Juggler. Troopatruck £3.50 each or all 
and Rooty. Starace £15.00. Andy 
Clarke. 'Greenheath', Hilltop, Baa- 
deslev - Ensor, Atherstone, CV9 2BQ 
SAEs please 

Software tar sals including LOM. The 
Quill. White Lightning It many more. 
All originals, low prices. Tel: Andrew, 
Marlow 73567 after 6pm 
For sals Acetronic video system with 
games Football, Head On. space 
Invaders. £30 Tel Deeside 818764 
Wanted: Quill. Illustrator, Dungeon 
Adventure Will swap for top games 
like Knight Lore. Avalon. Snowball 
etc. or Micro Command Speech Recog¬ 
nition Tel: 0934 21437 
Sard MS Computer, cassette. Basic 1. 
Basic G, and games Hasgood graphics 
and sound ialmost BBC basic) Only 
£70 for complete system. Tel: 01-531 
1374. 


disk drive or modem Devlin 01-684 
1359 

Far Sale Yamaha CX5M music compu¬ 
ter Offers welcome Kincardine 30463 
or write Angus Sparrow, 135 Claret 
Road. Grangemouth, Stirlingshire 
Sharp MZ-700 for sale Bull in cassette 
recorder and printer plotter, joystick, 
books. £300 of software £350 Tel: 
041-9411793 after 6.00 pm i Glasgow) 
Waatsd pen pal, boy or girl to swap or 
buy Acorn Electron games if in¬ 
terested (Chris) 0296 21375 after 
600pm 

Goldstar MSX, data recorder. £65 worth 
of software including Tree ♦ Field. 
Antartic Adventure Programmers 
manual: Worth £320, sell for £240 Tel: 
0993 8450961 Mark > 

Waatsd Apple He with 2 disk drives, 
monitor, dot matrix printer, 80 col. 
card Tel 0452-728905 eve 
Amstesd and Spectrum games wanted 
Top quality £20 per game SAE plus 
tape to DJl. 6 Meon Way. Oaklands 
Eat Wednesfield. West Midlands. MC. 
Basic 

lynx 48k with manual, leads, etc and 
including book, newsletters, demon¬ 
stration programs and 3 games Price 
£80 ono. Tel: Sellindge 3217 
Wanted: broken or faulty computers in 
any condition To be repaired and 
donated to childrens hospitals and 
homes Mr E Ward. 6 John Street. 
Boldon Colliery. Tvne and W ear NE35 
9BW. 

Swap fishing tackle 4 reels. 3 rads, 
coarse tackle, Pike tackle etc for 
Spectrum 48K and few mags. Tel 0526 
52420 and ask for further details. 
Toshiba MX10 MSX + books and soft¬ 
ware. hardlv used. £150. Tel: 01-808 
5151. ask for Mick 

I hare a Scottish National Certificate in 
computer data processing and require 
srorx as a junior programmer or junior 
operator Tel: Bournemouth 424565. 

Swap typewriter duplicator Sharp 
PC1211, all mint, total value £450 for 
Vic 20 printer SAE for full details; 
Elvin 214 Horninglow Rd. Firth Park, 
Sheffield 

Aggie N, dish ceatraksr it nd Disk 11 Some 
software All in good order, only £450 
Tel 0604-72010620349 
Presto! Acorn adaptor, little used, 
excellent condition plus literature, 
£100 ono. Tel: Chatteris 03543-5595 

Sent SB colour computer C/W FALC, 
Basic I, Basic F. Basic G cartridges 
brand new £70 ono Steve Gold. 
Sheffield 666867 Write: 9 Watt Lane. 
Sheffield 10 

Wanted information on software hard¬ 
ware for use in an election. Good price 

n id. Tel: 0602-413349. 

wre £200- of joysticks interfaces 
ROMS, sound amps, peripherals. 


Mellor, Greenhaven. Clay Lane, 
Whitegate. Winsford, Cheshire CW7 
2QE for details. I 


Ferguson vidte plus tapes, as new. swap 
for Spectrum Microarives printer or 
QL AmstradCommodore 64 + drives. 
R Macks v, Brochrobbie Brora. Suther¬ 
land. Scotland Tel: 0408-21870 eve. 
Casts Ptl08 extra RAM fitted, cassette 
interface, printer and 35 rolls paper 
Manuals and program library. £90 as 
new Tel Scott 0596-73651 after 6pm 
Exchaagt Cerrah Microspeech (Spec¬ 
trum) Tor Jupiter Ace complete with 
leads and manuals. Will also buy 
cheap books on forth. Tel: Preston 
0712-25689 

NEC PC80001 64K CPM twin disk 
drives Monitor NEC printer. All in 
excellent condition Venous software. 
WP accounts, games etc. £696. Tel: 
Brighton 556184 

Sharp PC 1500 wanted with cassette 
interface etc Tel: offers to 0423-69567 

Sharp MZS0K 48K computer. £100 
worth of software ieducation games), 
books of programs, cover, external 
volume control. £140 ono. Tel: Grims¬ 
by 884723 eves 

Memntech MTX512 with Newword word 
processor ROM and Memotech 
DM X80 onnter. leads manuals, cover, 
software, excellent condition. £450. 
Will separate Tel 0702-529169 


Printer far Beeb. Microline 80 dot 
matrix 80cps. Complete with lead, 
box paper arid spare nbbons. £155 ono. 
Tel: Medway 0634 377982 after 7pm 
Wanted Epson printer, also lightpen 
suitable for BBC B. Advertieer. 302, 
Ungland Rd. Netherfield. Milton 
Keynes MK6 4HY 

No mere saving and loading troubles 
with Sinclair ZX81. Special monolith 
ECR81 cassette recorder with certi¬ 
fication tape. Genuinely as new £25 
Tel: 067-552180. 

Wanted Tandy monitor with 12in green 
screen Tel Bristol 0272 562763 
Dstakste convert Grundig super colour 
A2102 CTV for RGB input required 
Any help appreciated DKTromcs 
programmable joystick interface. £18 
ono. J. Conroy. Butlers Bridge. Co. 
Cavan. Eire 

S sihesks &P700A 7 colour printer, Cen¬ 
tronics interface. Kempston centro¬ 
nics interface for Spectrum, light pen 
Tasword 2. General file mailing fiat. 
£350 ono Will split Hardly used Tel: 
0376 48236 

ICL grane screen monitor composite 
give away at £10 Tel: 051-423 5493 
between 12-1 pm Must collect. 


Wordstar Perfect Filer, P Calc, P 
Writer Speller. M Basic C PM Cost 
£ 1.750 £750 ono Tel: 0934 416471 
MPS-601 printer, brand new, never 
used, boxed, sell for £170. Tel 01-749 
4253 after 5 30pm or 01-968 6622 


all manuals. £55 ono. Tel: 0793 
611525 

CGI Sord MS home computer 20K 
Starter pack. 2 months old, hardly 
used, list price new £ 150, sell for £120. 
Tel: Southend 0702 541639 
Origan pair joystick controllers £7 
Commodore joystick £5. Also Connect 
4 for 48K Spectrum £1 (original) All 
as new R Robertson. 39 Milnwood 
Drive. Mossend. Lanarkshire ML4 
2RA 

Waatsd Atari 400 games. 1010 date 
recorder, Basic cartridge and manu¬ 
als Cash waiting for sale. Intellivision 
voice module £20 53 Warrensway. 
Woodside. Telford. Salop 
Snap 221a Philips colour TV for good 
1416in colour portable or good compu¬ 
ter or sell, £110 ono. Tel: Martin 
01-534 3260 after 6pm 
Enterprise printer and monochrome 
video leads + Z80 disassembler Write 
to Luke Richdale. Summerfield, Hyde 
Land. Marlborough. Wilts 
Speech recagnMtea unit for Spectrum 
Cost £50, yours for only £15. Tel: 
01-472 7600 Includes demo tape and 
instructions 

Sodth-Comos TP1 daisywheel printer 
(RS232 interface), hardly used, new 
ribbon, £199 Also Stack CBM64 
RS232 cable for above. £15. Tel: Ken 
0908-648656 

Casual Tuan 800K disk drive. 40 80 
switchable, own PSU, lead, manual, 
utilities disk still guaranteed. £3,000 
a'w £450ono Tel:0246823464before 
6pm (Blake) 

CanunaCS10H40TSSPSU 11 months 
old £99 Prism 2000 modem and 
Micronet ROM (BBC) £60 Both inc 
leads and delivery postage. Tel: Luton 
412368 

Joystick interface: DKTromcs £5. CP 
supercode £8. Mr Wimpy £4. Timegate 
£4, Chens £2. Ah-Diddums £4, Erik 
The Viking £8 Tel: Martin 01-534 
3260 after 6pm 

A- HlMhtPen£3()orexchangeforAMX 
mouse Della 14 B joystick adaptor 
£10. Tel: 041-946 9110 
A - M Ught Pea £30. Voltmace Delta 
adaptor for Delta 14 B, joysticks £10. 
or swap both for disk upgrade (no- 
DFSl (BBC). Tel: 041-946 9110. 

Brother Ml009 printer, cable, tractor 
feed, and paper for £180, Comes with 
11 Vi ninth guarantee Tel: 041-946 
9110 after 7pm i Must pay postage for 

Bjm- double density twin I 

ter, Wordstar Supercalc. Accounting 
Suite, etc Securicor COD. £800 ono. 
Tel: 0481-20608 Hunter 
Wsnted QL monitor for £80, Juki 2200 
for £85. HP15C for £35. QL PL aw for 
£25. Will consider offers Tel: Mr Dale 
01-485 4508 

Shims* CP-80 Centronics dot-matrix 
printer. Epson compatible iwell, 
almost). £100 ono Tel Bryan 0732 
461255 after 7pm, or 01-636 6890 ext 
267 (day). 

Seakoshs GP-250X pnnter with narallel 
and serial RS232 interface Suitable 
for most computers inc BBC. With 
BBC lead Tel: 021-453 5008 
Sharp PCI 500 and C150 printer casset¬ 
te interface, complete with instruction 
and applications manuals, leads, etc. 

£115 ono Tel: Leicester 0533-675463 
after 6pm 
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BBC B 1.2 * cassette over £120 of 
software, also books and mags. Only 
two months old. £400 ono. Tel: Craw¬ 
ley <0293) 28464 after 6pm 
MC B, 12 OS. view, £275 Juki 6100 
printer (perfect) inc proportional 
daisywheel, £325. Zenith monitor. 
£40 Zygan DelU computer desk (as 
new). £75 Tel: 01-354 2991 
BBC B or Electron printer cable 48in 
parallel, connects to most dot matrix 
printers. New unused duplicated 
purchase £9. Tel: Banbury 55106 
bectrea for sals, • £100 worth of 
original software. £150 for quick sale 
Contact Cliff Wilkes. 14 Stadium 
Close, Holbrooks, Coventry. 

B8C/B Software, over 750 programs to 
swap (all on diskl Please write (with 
list) to Johan Sp. Heidelaan 13. 8200 
Brugge. Belgium Also Electron soft- 


Dnghlington. Bradford BD11 1HZ 
with lists, etc. 

Wasted: cheap games for Atari 400, 
16K. on ROM or cassette Write to: 
Jonathan Evans. Nantgwilym, 
Tremeirchion, St. Asaph. Clwyd. 
1X17 0UG 

Mari 1027 letter quality printer for 
sale Tel: 01-804 0500. ask for Ian 
Atari UgM P*i for sale Only £15 Tel 
hi <67B664 

Atari BOB + cassette - Happy 810 disk 
drive ♦ 200disks lots of soft ware £300 
Tel: 01-808 5151 ask for Mick 
Atari word processor; a disk based 

program of truly professional quality. 
Brand new. boxed. Cost £100. sell for 
£35 Tel 07048-77893 
AM Software to sell Over 140- 
original programs with instructions 
available. Tapes - £3. disks - £4. 
ROMs — £5 Tel: Colin on 05806-3830 
after 6pm 

AM IS adventure. Return to Eden by 
Level 9. £5. Original with clue sheet, i 
Tel 04023-40543. after 6pm 
Atari 800KL 64 K £75 Atari 400£25. cass 
unit new only £30. Ass cart £15. Tel: 
01-249 9895 after 7pm only 
Atari SOOXl - cassette deck - joystick 
- 3 cartridge games - blank lapse + 
few mags used once, brand new. 
Absolute bargain £200 Essex area 
Tel Harlow 20045 

AM games for sa le or will swap for your 
computer Any computer considered, 
if working Tel: (021)749 4603 ask for 
Steve. 

Atari 600X1 1010 cassette, joysticks 
£210of original software books, maga¬ 
zine includes Pac-Man. Diamonds. 
Dig-Dug£255ono Tel: High Wycombe 

Atari BOO 4SK, 1050 disk drive, date 
recorder, lots of software, disks, carts, 
cassettes, joystick, manuals, books 
Cost £850 sell for £350 (073128) 262 


Taagsriae c nwpstir, many different 
boards including disk, also twin 
drives. SAE for details! J.C. Haines 
112. Keslake Rd. London NW6 6DC 
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Wasted! USX Nepal Gamester required 
to swap programs and playing tips 
Everyone welcome. Write to: Jason. 
114 Plas Newton Lane. Chester. 
Cheshire. CH2 1PP. 
t ai ln al u AP100A printer , boxed as new, 
with BBC cable. 4 spare ribbons, 
paper Bargain at only £99. Tel: 
Richard oin 01-236 6640 (anytime) 
Wasted Knight-Lore. Under World* by 
Ultimate. Also Airwolf by Elite and 
Ghost Busters by Activision. Tel: 
Bolney 736 end ask for Tea 
Wasted b* isSe rt sc. computer hardware 
software and books, magazines, in¬ 
terested in anything!! Tdz. Lee on 
0903-41633 for a reasonable offer 
Remember anything considered 
I ass as •>-Dragon user I can help 
Dragon owners with any problems 1 
have some software and game instruc¬ 
tions, u instructions for s number of 
game* Tol: Bobby on 0274-495882. 
after 5pm 

m 5000 with U-U software. £66 
Kempston interface. £5 AGF prog¬ 
rammable. £15. Software tapes 1 4 SO 
each, write Jon, Nantgwilym. 
Tremeirchion. St Asaph. Clwyd. Tel: 
0745-75425 

Minute cb MTXS00 w11 h 32K expansion 

board + Pascal on ROM board + tape 
deck £175 ono Tel: Blackpool (0258) 
403994 

Stack40186 column card Con vert your 
Vie 20 to 4080 column screen. Coat 
£120. accept £35 ovno Tel: lan Jenk 
ins. Widnea 051 423 1706 
Cheetah Rat interface, ZX printer, 
Cambridge programmable interface 
as new £20 each Tel: M Parker. 
Letchworth 71741 

Taadj TBS-SO Model 1 Level 2. 16K 
RAM computer cassette, leads + 
manuals, dust cover*, books. Mint 
condition, never sued. Cost £500-. 
accept £200. Bloxwkh. BBC 486886. 


33. Teletype. 4 maintainance. 3 soft- 
ware manuals, circuit diagrams and 
engineering drawings £85 ono. Tel: 
Y el verton 854593 

Ihse URradrire BBC). ROM. manual. 4 
cassettes Also software Chuckle Egg. 
Fortress, Tarzan and Defender, ony 
£80. Tel: 04024-72709 7pm to 9pm 
only 

Serial interface for Epson printers by 
Micro Control Systems 2K Buffer. 
£30. hardly used Tel: 0494 23858 


E sees HX20 mint condition microcaa- 
sette expansion unit (32K-RAM ♦ 
card-index - shares portfolio, man¬ 
agement programs + paper + ribbons 
♦ cassettes ♦ manuals as-disassemb* 
ler -Dev-manual. £500 — ono. Tel: 
Oxford 0865 261498day. 0865-251393 

Wasted 200K disk drive 4A80T Also 

S ler suitable for BBC B computer 
y 302, Langland Road. Nether- 
. Milton Keynes MK6 4HY 
Naif pries. ImpexMW350 printer inter¬ 
face Emulate CBM printer on transpa¬ 
rent £40. Bualacc II (disc) £30. Data 
Manager (tape) £10. Tel: (0932) 
241242 

NeBAAHappy tape system, forerunner of 
Ultradrive, including drive. EPROM, 
manual Best offer over £30 for quick 
•ale Tel 0924-275014 eves 
Carrah Mfcreapaa c h (Spectrum) as new 
£21. programme joystick interface 
(Downsway) joystick interface 
(Downsway) £5, ZX printer plus 10 
roll* paper £25 Tel Tiptree 0621 
816589. Essex 

POP AT Teletype con Holer micro¬ 
computer. can be interfaced with ASR 


ZX S ps iti s* 4SK, books on machine 
code, etc. Lola of games a Iso member or 
National Software Library. Tel: 061- 
430 2118 

7X81 IK- data recorder, games and 
£50 worth of books and mags and tape 
holder £70 Contact Michael For- 
dham. 4 Stonepit Cottages, Podington, 
Wellingborough. Northants NN9 

Spectre* software. All the latest aw 

titles, plenty to choose from Chris. 5 
Crossway, Littleworth. Stafford ST16 
3TR. Tal: 0785 43640 after 4 30pm 
4BKSpartnsa Interface 1.1 Microdnve, 
2 cartridges, data recorder, loads of 
games, plus books on m/c, Basic and 
magazines All leads, manuals etc. 
£180 Tel: Birmingham 745 3878 
Spsctrea 48K wanted Will pay £36 
Tel Leeds 579184 after 6pm 
ZXB116K Memotech keyboard, manu¬ 
al. all leads, lota of tapes £50. Tel: 
02403 28786 

48K S pe cte r* three months old, Turbo 
interface. Quickahot II. £400 software 
(games, languages, utilities, educa¬ 
tional i books, magazine* £185 bar¬ 
gain Tel: 01-942 5797 
Ipid ni * softs s i* to swap Many titles 
old and new Send letter and list to J. 
McAlinden, 12 Abberley Close, Hale¬ 
sowen. West Midlands B63 4LU. All 
letter* answered 

S te d afr PM Serosa TV unwanted gift, 
twelve monthsgaurantee £89.96. Tel: 
0782-622518 after 6pm 
(liter sate hardly used, offer* around 
£320 Tel: Christine 01-408 1234. 

Ba^SpectaP for sale with joystick set. 
Microspeech, £150 of software Worth 
£330. sell for only £185 Tel: 01-391 
0754 and ask for Neil 
ZXB1 I6K- full travel DK Tronic'* 
keyboard, 62 software titles, data 
recorder, Alphacom printer ♦ paper, 2 
books All excellent condition Oners 1 
Tel 01-953 0455 after 4pm 
IBM ZXS1 far sate. Still boxed excellent 
condition. £35 of software, will sell for 
£35' Also ZX81 keyboard (1 key needs 
attention) for£2 50 Tol: 0772-717607 
(Preston) after 5pm weekdays. 

4BKSpectra* - «oftware.£80.TI99 4A. 
w joysticks, speech synthesizer, soft¬ 
ware. etc £110 ono ZX81. £7. Atari 
2600 Wanted. One with programs 
Tel: 021-363 7427 

4H|iiM «i*ii Kokotom Wilf and 
Master of Serebal Would like to swap 
for other Spectrum games. Tel: 0633- 
272309 


S pec t re* 48k and cassette recorder - 
Fuller keyboard - Micro Power sound 
board and Analog joystick - six 
games £95 ono Tel: 03744-5006 
(Eases). 

Wasted Spectrum software. Mugay. 
Sherlock, Wrath of Maura. Tir Na 
Nog. Prince Joust, any ulitimate 
games. ZX printer Iain Young 51 
Nelson Street, Carlisle. Cumbria 
Kampetea ieysUck interface £5. Spec¬ 
trum software: Jet-pec, Frogger, Res¬ 
cue. The Quest. VU-calc, Spectrum 
Forth, Speakeasy All originals £2 50 
each Tel 041-959 6125 
46k S pi rtm *. cassette recorder. Cur- 
reh Mspeech. programmable joystick, 
interface - joystick. 250- game* 
v.g.c. Approx values £1,600. sell for 
£400 Tel Romaey (0794) 617614 
(after 6 30pm) 

Software to wrap Spectrum l many top 
titles. Send list to Julian Frank 84 
Neylond Crescent. Hellesdon Norwich 
Norfolk 

S pe rt nsa. The Great Space Race from 
Legend, coat £14 95. sell for £9 00 and 
Ghostbustere coat£9 99, sell for £7.00. 
Unwanted gifts Tel: Alvaston 72961 
S pi rtm * game* to swap. I've got 
hundreds — please contact Tony 
Reeves. 5 Main St, Howaham. Lines or 
Tel: 06527-341: 6pm-10pm only 
Nr Sate Spectrum nound amp(ZX Box) 
£6 Also tape* Airwolf £5 50, Cyclone 
£5. BHead E4. Trash 11 £3. B Max £5 
Greenhaven. Clay Lane. Whitegate. 
Winaford Cheshire. 

Nr salt or swap, Past ROM for other 
ROMs for Spectrum Also any ROMs 
for sale? J Metier, Greenhaven Clay 
Lane. Whitegate. Winaford Cheshire 
CW7 2QE 

48k Metre* - Fuller FDS keyboard. 
- tape recorder. - colour television, 
about 100 games, offer* around £200. 
Tel: Leeds 0532 788058 eve* 

Spectre* 48M software Scope 2 — £5. 
Molar Maul. 2008, Pitman Seven, 
Quest, Raider Cursed Mine — all £2 
each from T Stiles. 20 Montfort Rd. 
Romaey. Hants. 

Ind us p— in swap Send your list 
to 73. Whitehorse Hill, Chialehuret 
Kent BR7. Address it to Andrew 
Watton 

Swap M e t re* 48K still under guaran¬ 
tee and £280 worth of software for 
CBM64 and C2N or £300 ono Tel: 
01-674 2238. aks for Matthew 4-9pm 
Spectre* ssftaare for isle. 40 titles All 
original plus documentation etc. aae 
for list 24. Hillfoot Rd. Collier Row. 
Romford. RMS 3LP(J Howe ) 

QL program compendium including: 
Invaders, Breakout. Draughts, Mined 
Your Path. Calender. Statistical 
Averages, only £7 50 for original 
Microdnve cartridge Tel: Buckley 
547323 

Spectra* software Mugay cost £6 90 
and Mr Wimpy, coat £5 90 Never 
opened, unwanted gift. Offer* Tel: 
01-684 1151 

Swap S pec t re* 48k Microdnve 2 car¬ 
tridges Interface 1 Kempston inter¬ 
face. lightpen, carrycaae for Commod¬ 
ore 64 and C2N 103. St Lukes Rd. 
Southend SS2 4AE. Essex 
ZX Spectre* 48K. AGF protocol 4 
Interface. Quickahot 2, computer cas¬ 
sette recorder, and software, all leas 
than one year old Cost £100. Tel: 
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commercial organisations of any sort. 

Your name. 




Address:.. 




Telephone:. 
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Rate*: £12 per single column cm. Minimum size 3cm. Series discount available. Also spot colour available Mechanical Data: 
Column width, 1 column 57mm. 2 columns 118mm. 3 columns 179mm. Cap jr Dates: 10 days prior to publication. 
Contact: Jacqui Edmiston on 636 6890 


CBMM 

Zanoa 

VSLrnm 

Spvhunlci ZauuMi 

Price* me VAT * pAp SAE lor Ml liu* 

CBMM WteMi.yW SPECTRUM 

“■ Tsrttr *»» 

-■ * Y - lOSKISTWSI 


TURBO BACK-UP COPY 

AMSTRAD CPC464 


» Makes backup oopms ot afl your vrtu 

* CrSS'rtS'Siacl'spMSrirom^OOlo 

» Load corn up to lour Mmes In* 

» Duplay* Tull header mtormahon 

£6.75 inc 


GOC SOFTWARE LIMITED 

Moblake Audlem Cheshire CW3 OHU 


SPECTRUM REPAIRS 

GUARANTEED SIX MONTHS 
Expertly repaired and thor¬ 
oughly overhauled by profes¬ 
sional computer engineers 
using only top grade compo¬ 
nents. Manufacturers recom¬ 
mended modifications are fit¬ 
ted and all units are fully 
guaranteed for six months. 

£20 00. AM induaiva. 

MP ELECTRONICS 



No* you can drive an EPSON printer direct 




Irect'N 

TO 


o«npr«S 

foryou£ 6 ^ 


_ £ 61.99 

beats its rivals on several counts' 

(Personal Computer News, . , 

12185) ^ 

*»! Comprirt/E gives you EPSON pnnon^ quality and 
special pnnbng modes PUIS emulation ot Commodore 
printer features'Simply phjgs Mo any Epson 
FX WHW printer' LMa to the 64 or Vic 20 senal-CEE 
port with the cable provided' Why not buy your Epson 

porter direct from us at the same time? 


KUfia 

*1053 7581486 


I Church Farm Lana 
Wlioughby WatarWy* 
Leicestershire LEO 300 



<r UNLOCK YOUR AMSTRAD ☆ 

withAMSKEY 

Easy to use, utility program and 
allows listing, studying and copying 
of your precious software. You 
choose loading speed and protec¬ 
tion of your back-up copies. Fully 
automatic, header reader with on¬ 
screen instructions and prompts 
FREE PEAK A CODE PROGRAM 
Allows you to find the message and 
words in your machine code games 
(very useful for adventures). 

Only £6.99 Inclufdng p&p 

Overseas orders please add Cl postage 

Interlock Services Ltd. 

Dept PCN 

37B New Cavendish St. 

X London W1M8JR. o 
Tel: 01-609 8301 





AMSTRAD ASSEMBLER 

MAXAM 

Best editor/assembler to Be released for the 
Amstrad wfar. I PCN l»ur 1001 
Amor is easily the best (Pop. Comp Weekly! 
' Look no further. Amor's is the best I've seen 

'Computing with the Amstrad) 


OUTSTANDING HA TUBES INCLUOE 

• FREILT HUB) IASIC MACHINE CO0I 

• PROFESSIONAL M-C0LUMN DISPLAY 

• SUPER FAST MMRHM 


i FULL FEATURE. MENU DRIVEN SCREEN EDITOR 

• DISASSEMBLE OR HEX DUMP ANY PART OF RAM OR A 
ROM ON SCREEN OR PRINTER 

• EXPRESSION EVALUATION - pi 


OUR PRICE ONLY 

Disk £26.90 ROM & ADAPTOR £59.90 
£13.50 (md p&p) (Add 5% overseas) 

ArnorLtd (dept PCN) 

P0 (ox 619 London. SE25 (JL 


01-653 1483 
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MICROSHOP 


BANG! 

Mains surges, which are common, cause 
extensive damage to computers, printers, disk 
drives and TV Our household twin outlet 2 
amp 500 watt (total load) surge suppressor, 
complete with plug is essential it you want to 
avoid costly repairs to your equipment 


ONLY £9.95 

* Cl .43 pip 

OoomwPO nMpmUIO 

ESSTONE ELECTRICAL 


ALLOW 28 DAYS FOR DELIVERY 


Computer Repair Centre 


HEMEL COMPUTER 
CENTRE LTD. 

For last ratable repair servica. send your 1&46K 
Spectrum computer to us We «ai rapair and ratum lor 
CTO • EveOpAp 

Also B8C. Commodore. Alan and Oragon Samoa 


Hemel Computer Centre Ltd. 
52 High Street. 

Hemel Hempstead. 
Herts HP1 3AF. 

Tel: 0442 212436 


BONANZA 

Sales of extensive range of 


COMPLETE BUSINESS MICRO SYSTEM 

computer. printer, cables, software 

* 1981 Superbrain S4KRAM ISO300kdisks 

* 1982 Epson MX 80 III FT primer disks with 


* C Basic. Dalastar. Superthought 


Demo at Burnham, Bucks. 
Contact John Field on (06286) 63674 


APPLE II 

with twin disks, screen etc. 

AS NEW 

Ring 01-833 3727 
with offers 


Have you got problems <*ith your computer? 
Then call us for: 

BBC. Commodore. am 
LJ Spectrum. Dragon mm 


Enfield Communications 

135 High Sired. F’onder* End. Middx 
_Tel: 01-805 7772_ 


computer accessories. 

Up to 40% off normal RRP. 

For further deatils send s.a.e. to: 

DIAMOND STYLUS PLC 

COLWYN BAY, NORTH WALES. 



LYNX 

Over 50 arcade games, adventures and utility 
programs, including Software Projects 

JET SET WILLY 

S A E lor l»t to: 

Phoenixx Software 

Unit 70. Marsh Lane Site. Marsh Lane. 
Frodsham. Cheshire WAS 7BX. 

Phone: 0928 35525 



COMPUTER REPAIRS 

All machmss dlspalchsd wvtoin 72 Hon ol receipt 
Spectrum: £16.00 

ZX-81: £12.00 

Spectrum 16-48K Upgrade: £27.50 

(Includw parts. VAT and ratum postage 

For a last and reliable wvc» sand machete bnal 
daacnplion o' lauR and cheque o> postal ordsr to sw 

CAPITAL COMPUTER SERVICES 

Dept PCN. 44 Rich s Road. CardM CF4 4AA 

Tal (0222)614401 

Ws also service Acorn Dragon and Commodore 

systems. 

Ptoses telephone tor quota 


PRINTER PROBLEMS? 

SERIAL - CENTRONICS CONVERTER 
£59.95 



SINCLAIR COMPUTER REPAIRS 


Fast, reliable repairs by experienced engineer*, 
having icmccd Sinclair computer* vince the 
introduction at the ZX80. Our price n inclusive of 
all parts, labour, postage and VAT irrespective of 
fauh 'No hidden charges ‘While-you-wait ser¬ 
vice available Spectrum£ 18 75 ZX81 £11.50 16K 
Ram £9 95 Call or send with cheque or P.O to: 
T V Services of Cambridge Ltd. French's Road, 
Cambridge CB4 3NP. Tel (0223) 311371. 

SPECTRUM TuCMEMORY 
EXPANSION SYSTEM 
XK System KI1 £15.95 Inc. VAT 
XX System Factory fitted £20 95 Inc. VAT 


WD Software 


P^hTSTtiie CMReflory of earn it on one scracn 

copy « print eo r—-—--—* 


TOOUut to on* dated numbarad m odu toi »i jram 
development WINE old fie* lo release space lone key SflFTEs 
a Mt) Full eistructions m QUILL Me Um up to « EXTRA 
MlCROORrVES (add on your Spectrum ones)! 


lOdStoapaotjMoi 

WD Mane Tutor (baset4) 

Soactocabon as lor SpackuntM no speech (hurry up. Curtail'| 

■afOLIleiad) (based! 

100+ useful 0E retoxnen in an ARCHIVE IM 

rorUiefSKSpactnun 

WD Men* Tutor (based) 

From absolute beginner to beyond RYA end Amateur Radio 
recennng Adyistpitcn Set speed lo your test level 14 19 spm| 

learn tnun ungto characters ma groups with wide spaces m 

you hear. men CHECK on ScnanorLiniar or LISTEN to phonabc 

TALKBACK from Currah McroSpeech il luted Abo own 


SAKATA 

COLOUR PRINTER PLOTTER 

£199 

(inclusive of VAT and p&p) 

+ 

DISCOUNT PRICES ON DISKS 
& CASSETTES 

C15 Blank Cassettes, pack of 10 £3.50 

3M 40T SS/DD 5V« disks, box oMO 

AM available from 

★ RAMTOPS * 

47 Broom Lane. Levenshulme. 
Manchester 
M19 2TX 


BARGAINS 

By Post 

SOFTWARE 

BBC32K M1CROL1 

TheSpreedsheet(RRP£19 96) C4.9S 


COMMODORE 64 

Valhalla(Legend.RRP£14 95). £4.95 


SINCLAIR SPECTRUM 48K and PLUS 

Smdair Sut Pack. 

Valhalla(Legend,RRP£l4 95) 

The Great Space Race (Legend. RFIPE14 

The Database (MlCROL. £9 95) 

The Word Processor (MIC. £9 95) 
Horizons (Sinclair Psion) . 


£9.95 
£4.95 
95) 
£4.95 
£2 95 
£2.95 
£0.75 


HARDWARE 

Sinclair QL( no credil cards) £369.00 

Spectrum Plus wilh over £100 worth ol software, 
indudina 6-Pack £129 00 

SndSrTlai Screen Pocket TV (RRP £99 95) 1 



Tee adventure witn Bergerac and toe Oragon 

tueiiiuin niiinn 

of or SoeclnetoSi a i i Srt e a i cartridge plus base prv 
5 »'Reetoee a giw late IIPOOS tor Sawtruai) 

Two or moet programs on on* medium—pay medum - base 
EG WDUtOdiwendRefOltorCB 50. butiMPOSSIBlEUmixOl 
end Spectrum programs on one medeim Send OUR cartridge and I 
25« to update earlier edtoons 1 

WDSoftwaze, Hilltop, Si Mary, Jersey 
TeL (0534)81392_ 


Sinclair BASIC Programming Manual (not sup¬ 
plied with Spectrum -) £1.50 

Spectrum Power Pack 1400 £5.00 

Spectrum Cassette Leads £0.75 



Dept PCN. 10 Chapel Lane. Wlcken. 
Nr Ely, Cambs CB7 5X2 
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BLANK CASSETTES 

Guawnl—dtapQucOyoonpUar 

Packod * box— ol iO wHhtob—t. 


DATA MANAGEMENT 

— Leading the way in QL software — 


t A Sf FLOPPY DISCS 

Price* o< bow* oMO 
: ;5USnolesicJe'Doutile denary £19 96 
a 5V Double sdaDcuble dereffy £2185 

□ OalJto MeiQuad dereHy £28.75 

kHCBOMXI DISCS 

M e parti* 

□ 3VStngte«de£400eocb 

□ 3V Double side £4 75eat* 
mctcate qjCTiMy at each produd 
required in bows Eteedeirvery UK or* 

Cheque? O Enclo»ed<o»£_ 

NAME 


sssssrs 

amA 7 


Computer Owner List 

Offers are invited for databases of approximately 21.000 
home computer owners. Names and addresses with computer 
type and approximately 2,000 home computer dealers. 

For further details contact: The Joint Receivers of Logic 3 
Limited; Maurice C. Withall and Peter A. Hall. Thornton 
Baker. Fairfax House. Fulwood Place. London WC1 6DW. 
Tel: 01-4508422. Telex: 28984. 


















































































MICROSHOP 



WANTED 

PERSONAL COMPUTERS 

all models bought lor cash 

Morgan Camera Company 

160 Tottenham Court Road, 
London W1. Tel: 01-388 2562 


COMPUTER REPAIRS 
IN SOUTHEND 

SPECTRUM BBC ELECTRON 
CBM64 VIC 10 

MINNIE MICRO ELECTRONICS 

12 Eastern Esplanade. Southend 
Tel: 0702 62033 615809 
Open 7 days a Wee* 


RE FROM SIMTRON! 



MICROFACTOR 

MICROMECHANIC 

Written for the everyday driver MICRO-MECHANIC 
is a simple to use program, requiring no 
computer expertise 

At less than the price of an MoT failure, let 
MICRO-MECHANIC be your guide through the 
rules of the MoT test 

Be Sure! 

Be Safe!! 

Buying a second hand car? 

Let MICRO-MECHANIC tell you what to look for in 
literally dozens of the most popular cars in the 
second hand car market. 

MICRO-MECHANIC could help you avoid that 
costly mistake Can you afford to take the nsk? 
Avoid being taken for a ride—send for your copy 
of Micro- Mechanic. now available for for BBC. 
AMSTRAD & 48K SPECTRUM computers State 
which version you require at £9.95 per copy 
Cheques etc made payable to: 
Mlcratactor, 1A, Whinbrook Gardens, 

Leeds LS17 6AE. 

- Mo* 28 day* tor delivery - 


3 5JMTBQN 

mOGMM TO HtLd VOU 


ATARI 1 

BBC SPECTRUM REPAIRS 




TREMENDOUS 

OPPORTUNITY 

to acquire lists of over 600 video 
shops. Includes names, full 
addresses and telephone numbers. 

throughoul Scotland. 
Completely up to date £250 for entire 
list 

Enquiries to: 

Mr. Lanza, 6 Bute Court, 30 Director 
Dr., Shawlands, Glasgow G41 3BQ. 
Tel: 041-649 0037. 


protect* along wen computer components 
Other mtvwm we offer 

We will try and tree* down any special components needed 
■n your protects el no antra coat 

Eprom programmer Iwe service wim Iree Isre it you buy 3 
or more eproms from us. lor BBC B only 
Thi* month* offers 

DYSANrfrscsSS40TPI Cl SOeachorlOlorCK 

LOGIC PROBE Klt£7 25ee*em C9 3® 

Sideways RAM 6264 C43.50 6116C9.S0 

VAT included—fust add 50p p&p 
For k/rfher defaiVs contact 

LA E MICRO PERIPHERALS 

5 Soulhand Coldash, Newbury. 

Berks RGB 4BN 

Phone. <0635) 63025 3pm-5pm only 


BBC. SPECTRUM, VIC 20 AND ALL 
PERIPHERALS. 3 MONTH WARRANTY 
ON ALL REPAIRS 

UNIT 4, Denny Workspace. Denny , Scotland. FK6SOW 


AMSTRAD 

BACKUP TAPE UTILITY 

AMBAC KUP is easy to use—atows you to lot. 
$#S258X$ yS J choawSA ! VING SPEEDS 

Ot^PIESALLTESTED SOFTWARE and at only 
£4.99 ab me la EXCELLENT VALUE 
Send enquiries or cheque PO to:— 

A Halley. 7 Holty Drive, DUMBARTON G82 5HR 


QL SOFTWARE 

Ht-Res Graphics screen dump lor the STwlalr QL 

lOM^SoOOanacfrtae code 
Links m with 0006 ♦ aupar baac 


Free HEX-POKE program supplied 
Developed by Lotus Soft 

ONLY M M OK- 

POSI TRON COMPUTING 


CHILTERN COMPUTER CENTRE 

* Faat. reliable repair service e 

Spectrum £18 00 

BBC CBM 64 £18 00 +parts-postage 

We also repair Vic 20. Amstrad. Oric. Dragon and 
others, plus printers and disk drives 
PLEASE RING FOR DETAILS 
3 month warranty on all repairs Send computer 
with details of fault and cheque to 

CHILTERN COMPUTER CENTRE 

768 DaNow Road. Luton. Beds LU11LY 

Tel: (0582) 455684 — a 

o Overseas enquiries welcome 


TO BOOK THIS 
SPACE PHONE 
JACQUIEDMISTON 
ON 

01-6366890 


Recruitment 


PROGRAMMERS! 

DO YOU WANT- 

FREELANCE WORK? 

CONTRACT WORK? 

FULL EMPLOYMENT? 

PUBLISHING? 

DISTRIBUTION IN EUROPE + UK? 

DO YOU HAVE — 

PROGRAMMING SKILLS — 

ON ANY POPULAR MICRO? 
CONVERSION ABILITY? 

A PROGRAMME TO PUBLISH? 
ANIDEATODEVELOPE? 

IF SO — 

ANCHORLORD LTD 
(AN ESTABLISHED SOFTWARE 
HOUSE IN EUROPE) WANTS 
TO HEAR FROM YOU. 

HIGHEST RATES PAID (+ ROYALTIES) 
Contad ANCHORLORD LTD 

The International Business Centre 
29 Glass House Street 
London W1R SAP 
TEL 01-734 6080 734 8466 
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When a computer company 
goes into receivership, liquida¬ 
tion, or any other state covered 
by a long word with a sinister 
sound, there are usually frantic 
efforts to find a rescuer 

Time isn't on the side of the 
stricken company. As time pas¬ 
ses, any reputation the com¬ 
pany might have had is forgot¬ 
ten and any prospects of its 
being successfully revived 
dwindle. Time, in these cases, is 
not a great healer. 

Two months have now passed 
since alas poor Oric’s knees 
were unstrung. Are the in¬ 
terested parties hoping that its 
reputation will be forgotten? 

Over the Channel, where 
rumours home in on a possible 
purchaser, the micro scene was 
shocked last week by the res¬ 
ignation of a man with an 
unpronounceable long name 
over an issue close to British 
hearts. Monsieur Jean-Jacques 
Servan-Schreiber quit the 
Paris-based World Computer 
Centre to register his protest 
against the French Govern- 
ment'sdecision to favour native 
micro manufacturers. It wants 
to keep Apples et al out of its 
schools and colleges. Jean-Jac¬ 
ques could turn out to be the 
first French whinging Pomme. 

But IBM France is doing its 


b'V Mollusc t ~ , AT2.-K-I 


best to relieve the gloom. A 
recent advertising campaign 
(produced by Saatchi et 
Saatchi) included a card that 
played tunes and flashed green 
and red lights. This was given 
away inside a four-page insert 
in a magazine called Le Point; it 
was intended as a one-off, but 
other IBM sections are reported 
to have shown interest in the 
stunt. Is the world's most se¬ 
rious company growing frivo¬ 
lous? Or was the card a trial¬ 
marketing of the rumoured PC 
2 ? 

There isn’t any known way of 
getting to the bottom of this 
kind of mystery. IBM (in 
France and elsewhere! is 
rumoured to be on le point of 
launching a lap-held, code 
named Clamshell. Not many 
first time users want a clam¬ 
shell on their laps, but the name 
reflects IBM's attitude to so far 
unlaunched products. 

The PC 2, expected to be an 
advance on the PC but not so 
much as to merit the suffix AT 
(advanced technology), is due 
soon. The name is, of course, a 
code. If IBM maintains the lead 
given it by the French subsidi¬ 
ary the successor it might settle 
on will be the CID, or even the 
Flic. 

Meanwhile a semi-blank 
piece of paper arrives from The 


Program Bureau, allegedly a 
newly-launched software 
house, which claims not to 
conform, and has a certain 
originality of style. 

Despite the claimed non¬ 
conformist nature of the outfit, 
however, the sheet — marked 
News' (there isn’t much yeti — 
says the company is ‘promising 
new ideas’ (don’t they all?) and 
tells us to ’look to early April’ 
(which is what they all say, 
until they tell us it won’t be 
finished till May). 

Far be it from PCN to knock a 
good idea out of spite. Eclipse 
Software wasn’t to know that 
the hand-out it sent to tell us 
about its Letaset software 
might cause offence. 

Letaset, for the Spectrum, is 
intended to give you 18 charac¬ 
ter sets — ’a lettering style for 
every occasion’, it announces 
proudly. To illustrate the point 
it includes a sample of printout 
that happens to sing the praises 
ofanother home computer mag, 
not too modest to call itself 
’popular’. ’Get it today!!!’ the 
sample trumpets. 

We’re not so small-minded as 
to knock Letaset for a minor 
lapse of diplomatic protocol. 
But it’s odd that Eclipse uses a 
typewriter to produce its press 
hand-outs, when it has all those 
lettering styles available . . . 
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Issue 103’s Spectrum RS232 
screen dump program was 
wrongly credited to Marcus 
Gibbs. It was in fact written by 
Lincoln Tomlin, to whom pro¬ 
fuse apologies. 

In our report on the imminent 
return to these shores of the 
Dragon 64 (issue 104) we refer¬ 
red to the revamped version as 
the D200. It should have read 
’D100’ — the D200 will be the 
128K model expected later in 
the year. 


NEXT WEEK 


Printer bonanza 

Hard up for hard copy? Turn to 
our buyers guide for a walk¬ 
through view of the best prin¬ 
ters on the market. Sub-divided 
by type, speed, cost and capabil¬ 
ity, the special supplement will 
help you make a choice. 

Parallel lines 

In Workbench we turn to the 
thorny problem of Commodore 
output. Follow our instructions 
to produce your own parallel 
interface. 

Oration fly 

The 6809 Show in London last 
weekend was due to mark the 
return to the UK of the Dragon 
64 under the banner of Com- 
pusense — read our report. 
Conans tricks 

We kick off a new regular 
column looking at the world of 
communications — what you’ll 
need, where you should look, 
and what you can expect to find. 
Easter teaser 

As usual this column is headed 
Next Week, but prepare your¬ 
self for a shock — we won’t be 
publishing in Easter week. 


1 PCN DATELINES 

Erent 

Date* 

Venue 


London Festival of Computing 

The London Computer Fair 

April 9-20 

April 18-20 

Various 

Central Hall, Westminster 


Computer Assisted Learning 
Exhbn 

April 11-13 

East Midlands Conference Centre, 

Nottingham 

Dr Phillips, Shell Centre for Mathematical 

Education, Univ of Nottingham, Notts NG7 
2RD 

Info C omm Europe 

April 14-18 

Milan, Italy 

Cahners Exhibitions, 01-891 5051 

Saudicomputer 85 — Second 
Computer and Computer Graphics 
Show iTrade) 

April 14-18 

Riyadh Exhibition Centre, Saudi 
Arabia 

Brendan Jennings, OES, 01-486 1961 




Reed Exhbns 01-643 8040 

INFORMAT 

April 16-20 

Barcelona, Spain 

Feria de Barcelona, Av Reina Ma Cristina, 
08004, Barcelona 

TI99/4a Exchange (UK TI User 
Group) 

April 28 

Royal Pavilion, Brighton 

Clive Scally, 0273-503968 after 7 30pm 

Computer Aided Production 
Management Exhibition 

April 30-May 2 

Wembley Conference Centre 

David Houchin, 01-579 9411 

Apple 85 

May 9-11 

Novatel Complex, Hammersmith, 
London 

Pamela Goodwin. 061-480 7863 

Electron and BBC Micro User Show May 9-12 

New Horticultural Hall, London 

Database Publications, 061-456 8383 
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Vllll'il! 


> COM HODODt ()4 < GRAPHICALLY BETTER 

G.B. Gold Ltd., Church Row Chambers, Longton, Preston Tel: 0772 617665 





Why can't all our printers be like the JUKI 6100? 


Because every business is different. 

Not everyone, for instance, needs the full sophisti¬ 
cation of our remarkable 6100. (Though judging 
from the fact that it’s one of the best-selling printers 
in the UK, quite a few people do). 

And not everyone has an IBM* computer (though 
for those that have we’ve just introduced the 
brand-new, IBM* graphic printer compatible 6100*1). 
No, not for us the 'take it or leave it’ approach, 


but a sensible, sensitive appreciation of individual 
needs and requirements. So whatever you want 
from your printer, you’ll find a JUKI that’s just right 
for you. 

But just because you're concentrating on their 
differences, don’t overlook the important fact that 
two things, at least, never change. 

Quality and value, for instance. 

In these respects, all JUKI printers are the same. 

•IBM is a tr ode-mark of I8M Corporation. 


JUKI 6100: one of the best selling letter 
quality daisywheel printers in the UK. 
Grapiec mode and lull word processing 



JUKI 6000: letter quollty daisywheel 
printer designed specific oKy for ' 


JUKI 5520: low-cost, fxgh quality 


■JUKI 

Technology true to type 


JUKI (EUROPE) GMBH Erffestr 74 2000 Hamburg 26 F. R. Germany 
Tel : 10 401 2 5120 71 -73 Tele*: 2163 061 (JKI D) • Fax.: (0 40) 2 5127 24. 

Sole distnbutor: micro Intec Unit 3. Hassocks Wood. Wode Rood, Basingstoke, Hants. RG 24 ONE. 

Lwd Peripheral/ Ud Tel.: 10256) 47 3232 (32 lines) Tele. 8 59669 MICRO PG. Focsmie (0256) 461570 







